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PART III 

Stores Purchase 


Agriculture Development and Farmers’ Welfare Department 


TENDER NOTICES 
[No. 01/2018-19] 


( 1 ) 

No. BMFC-34/2018-19. 


25th May 2018. 


Sealed tenders are invited by the Assistant Director of Agriculture, Biotechnology & Model Floriculture Centre, 
Kazhakuttom, Thiruvananthapuram, Kerala for “Supply of Plant Tissue Culture Bottles and Autoclavable Polypropylene 
Caps” as per the specification noted below. 


SI. No. 

Items 

Specifications 

Quantity 

1 

Plant Tissue 

Culture Bottles 

New, plain, clear, uniform, 
smooth, straight sided glass jars, 
with Nominal capacity 370 ml. 63 mm 
lug neck, autoclavable capable of 
withstanding repeated wet heat 
sterilization at 121 °C and 15 to 20 psi 
pressure 

35000 Nos. 

2 

Autoclavable 
Polypropylene caps 

White transparent Polypropylene 
caps exactly suited for 63 mm 
lug neck glass bottles, autoclavable, 
capable of withstanding repeated wet 
heat sterilization at 121°C and 

15 to 20 psi pressure 

10000 Nos. 
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Intending tenderers on application to the undersigned may obtain tender forms and special conditions on which 
tenders are to be given on remittance of tender forms fee. Tender forms will be sold w.e.f. 28-5-2018 and will be closed at 
3 p.m. on 26-6-2018. Application for tender forms should be accompanied by a cash remittance as detailed below. Money 
Order addressed to the Assistant Director of Agriculture, Biotechnology & Model Floriculture Centre, Kazhakuttom, 
Thiruvananthapuram, Kerala-695 582 will also be accepted for sale of tender forms. Cheques, Postal Orders, Bank Draft will 
not be accepted towards the cost of the tender forms. 

Approximate Cost—' 3.9 lakhs. 

Cost of tender forms: 

Original—' 800 + GST 12% (' 896). 

Duplicate—' 400 + GST 12% (' 448). 

Sale of tender forms—From 28-5-2018 to 26-6-2018, 3 p. m. 

Last date and time of receipt of tenders—28-6-2018 till 1 p. m. 

Date and time of opening of tenders—28-6-2018, 2 p. m. 

Special Conditions 

1. Tender should be sent in sealed covers superscribed “Tender for the Supply of plant Tissue Culture Bottles and 
Autoclavable Polypropylene Caps” & addressed to the Assistant Director of Agriculture, Biotechnology and Model 
Floriculture Centre, Kazhakuttom, Thiruvananthapuram, Kerala so as to reach this office on or before 1 p. m. on 
28-6-2018. Telegraphic tenders will not be entertained. 

2. Tender should be accompanied by Earnest Money Deposit of 1% of rupees equivalent of cost of the quoted item or 

1,500 whichever is higher in the form of crossed demand draft in favour of “Assistant Director of Agriculture, 
Biotechnology and Model Floriculture Centre, Kazhakuttom, Thiruvananthapuram, Kerala-695 582” drawn from any 
Scheduled Bank payable at Thiruvananthapuram/Kazhakuttam. No firm will be exempted from submission of Earnest 
Money Deposit. The EMD of unsuccessful firm will be refunded immediately after finalization of the tender. 
No interest will be payable on EMD. 

3. The materials supplied should be in strict conformity with the specifications given in the tender notice. 

4. SAMPLE—The sample of each material bearing the name and signature of the vendor should be submitted along 
with the tender at the expense of the tenderer. Sample of Tissue culture bottles and autoclavable caps should fit in 
each other as well as to those being used at Biotechnology and Model Floriculture centre at present perfectly well 
with ease. No submission of the sample will be lead to rejection on the tender. 

5. The rate quoted should be inclusive of all taxes (if applicable), packaging, loading, transportation and unloading 
charges etc. for delivery at Biotechnology & Model Floriculture Centre, Kazhakuttom, Thiruvananthapuram, without 
incurring any extra cost to the department. 

6. All terms and conditions governing to the purchase of stores by the Govt, of Kerala will apply to this tender also. 

7. The payment in respect of the items supplied will be released only after the satisfactory completion of supply of all 
the items quoted in good condition and good packaging. Breakage in transit will be the sole liability of the supplier. 

8. The undersigned reserves the right to accept or reject any or all of the tenders for any particular item without 
assigning any reason whatsoever. 

9. Tenders have to be accompanied an agreement as per the format annexed executed on Kerala Stamp Paper of face 
value of ' 200. 

10. Successful tenderer should execute an agreement in Kerala Stamp Paper before supply and have to deposit a security 
of 5% of tendered amount which is exclusive of EMD already furnished. Security should be in the form of DD in 
favour of Assistant Director of Agriculture, Biotechnology and Model Floriculture Centre, Kazhakuttom, 
Thiruvananthapuram, Kerala-695 582 payable at SBI, Kazhakuttom Branch. 

11. Supply should be completed within 20 days of receipt of supply order. No other conditions with regard to payment 
put forth by firm will be considered unless it is expressly accepted by undersigned. In case of reasons beyond the 
control of the contractor as satisfied by the undersigned, the period of supply can be extended up to a period of 
45 days beyond which deduction in payment of cost @1% for delay for every week or part thereof will be affected. 
If the supply is not affected within the prescribed time, the undersigned is at liberty to purchase equipment form 
alternative source at the risk and cost of defaulter and the expenditure incurred in excess as a result would be 
realized from defaulter. 
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12. The rate quoted should be firm from the date of opening of the tender and till up to 31-3-2019. 

13. The material supplied should confirm to the standard mentioned in the tender and if it is found substandard, the 
whole payment will be withheld without any intimation. The supplier should lift the same at their own cost and 
should replace the same with immediate effect. 

14. Even if the tenderers are using their own paper for quoting rates, they should submit duly signed original tender form 
in full (without removing any sheet) with remarks “rates quoted separately” in the respective page of 
the tender forms. 

15. The tenderer or his/her agent should be present at the time of supply of the item and should entrust the same to 
the officers concerned at the Centre. The transportation, loading, unloading etc. should be met by the tenderer. 

16. On completion of the supply at BMFC, the invoice in triplicate should be drawn in favour of the Assistant Director 
of Agriculture, Biotechnology & Model Floriculture Centre, Kazhakuttom, Thiruvananthapuram, Kerala-695 582 for 
effecting payment. Separate bill should be sent for each order. 

17. In case of disputes, the decision of the Assistant Director of Agriculture, Biotechnology & Model Floriculture Centre, 
Kazhakuttom, Thiruvananthapuram and Kerala-695 582 shall be final. 

18. In case of the date of opening the tender falls on a holiday, it will be postponed to the very next working day 
without any further publicity notice. 

19. Violation of any rules/special conditions/directions of supply order by the contractor will be lead to rejection of his 
tender offer. 

20. The undersigned reserves the authority to accept or reject any or all of the offers for any particular item without 
assigning any reason whatsoever. 

21. Further details can be obtained from the BMFC Office during Office hours. 

Accepted the terms and conditions of this tender 

Place: Signature: 

Date: Name: 

Authorized signatory of the tender submitting firm with office and designation seals. 


( 2 ) 

[No. 2/2018-19] 

No. BMFC-35/2018-19. 25th May 2018. 

Sealed tenders are invited by the Assistant Director of Agriculture, Biotechnology & Model Floriculture Centre, 
Kazhakuttom, Thiruvananthapuram, Kerala for “Supply of Cling Film (Lab Seal)” as per the specification noted below. 

Item—Cling Film (Lab Seal)—2500 Nos. 

Specifications—5 cm. x 300 m size. 

Intending tenderers on application to the undersigned may obtain tender forms and special conditions on which 
tenders are to be given on remittance of tender forms fee. Tender forms will be sold w.e.f. 28-5-2018 and will be closed at 
3 p.m. on 26-6-2018. Application for tender forms should be accompanied by a cash remittance of receipt which is 
inclusive of Sales Tax. Money Order addressed to the Assistant Director of Agriculture, Biotechnology & Model 
Floriculture Centre, Kazhakuttom, Thiruvananthapuram, Kerala-695 582 will also be accepted for sale of tender forms. 
Cheques, Postal Orders, Bank Draft will not be accepted towards the cost of the tender forms. 

Approximate Cost—' 2.25 lakhs. 

Cost of tender forms: 


Original—' 500 + GST 12% (' 560). 
Duplicate—' 300 + GST 12% (' 336). 
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Sale of tender forms—From 28-5-2018 to 26-6-2018, 3 p. m. 

Last date and time of receipt of tenders—28-6-2018 till 1 p. m. 

Date and time of opening of tenders—28-6-2018, 2.30 p. m. 

Special Conditions 

1. Tender should be sent in sealed covers superscribed “Tender for the Supply of Cling Film (Lab Seal)” and addressed 
to the Assistant Director of Agriculture, Biotechnology and Model Floriculture Centre, Kazhakuttom, 
Thiruvananthapuram, Kerala so as to reach this office on or before 1 p. m. on 28-6-2018. Telegraphic tenders will not 
be entertained. 

2. Tender should be accompanied by Earnest Money Deposit of 1% of rupees equivalent of cost of the quoted item or 

1,500 whichever is higher in the form of crossed demand draft in favour of “Assistant Director of Agriculture, 
Biotechnology and Model Floriculture Centre, Kazhakuttom, Thiruvananthapuram, Kerala-695 582” drawn from any 
Scheduled Bank payable at Thiruvananthapuram/Kazhakuttam. No firm will be exempted from submission of Earnest 
Money Deposit. The EMD of unsuccessful firm will be refunded immediately after finalization of the tender. 
No interest will be payable on EMD. 

3. The materials supplied should be in strict conformity with the specifications given in the tender notice. 

4. Sample—The sample of each material bearing the name and signature of the vendor should be submitted along with 
the tender at the expense of the tenderer. A full roll 5 cm. * 300 m size cling film has to be submitted as sample. 
No submission of the sample will be lead to rejection on the tender. 

5. The rate quoted should be inclusive of all taxes (if applicable), loading, transportation and unloading charges etc. for 
delivery at Biotechnology & Model Floriculture Centre, Kazhakuttom, Thiruvananthapuram, without incurring any extra 
cost to the department. 

6. All terms and conditions governing to the purchase of stores by the Govt, of Kerala will apply to this tender also. 

7. The payment in respect of the items supplied will be released only after the satisfactory completion of supply of all 
the items quoted. 

8. The undersigned reserves the right to accept or reject any or all of the tenders for any particular item without 
assigning any reason whatsoever. 

9. Tenders have to be accompanied an agreement as per the format annexed executed on Kerala Stamp Paper of face 
value of ' 200. 

10. Successful tenderer should execute an agreement in Kerala Stamp Paper before supply and have to deposit a security 
of 5% of tendered amount which is exclusive of EMD already furnished. Security should be in the form of DD in 
favour of Assistant Director of Agriculture, Biotechnology and Model Floriculture Centre, Kazhakuttom, 
Thiruvananthapuram, Kerala-695 582 payable at SBI, Kazhakuttom Branch. 

11. Supply should be completed within 20 days of receipt of supply order. No other conditions with regard to payment 
put forth by firm will be considered unless it is expressly accepted by undersigned. In case of reasons beyond the 
control of the contractor as satisfied by the undersigned, the period of supply can be extended up to a period of 
45 days beyond which deduction in payment of cost @ 1% for delay for every week or part thereof will be affected. 
If the supply is not affected within the prescribed time, the undersigned is at liberty to purchase equipment form 
alternative source at the risk and cost of defaulter and the expenditure incurred in excess as a result would be 
realized from defaulter. 

12. The rate quoted should be firm from the date of opening of the tender and till up to 31-3-2019. 

13. The material supplied should confirm to the standard mentioned in the tender and if it is found substandard, the 
whole payment will be withheld without any intimation. The supplier should lift the same at their own cost and 
should replace the same with immediate effect. 

14. Even if the tenderers are using their own paper for quoting rates, they should submit duly signed original tender form 
in full (without removing any sheet) with remarks “rates quoted separately” in the respective page of 
the tender forms. 
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15. The tenderer or his/her agent should be present at the time of supply of the item and should entrust the same to 
the officers concerned at the Centre. The transportation, loading and unloading etc. should be met by the tenderer. 

16. On completion of the supply at BMFC, the invoice in triplicate should be drawn in favour of the Assistant Director 
of Agriculture, Biotechnology & Model Floriculture Centre, Kazhakuttom, Thiruvananthapuram, Kerala-695 582 for 
effecting payment. Separate bill should be sent for each order. 

17. In case of disputes, the decision of the Assistant Director of Agriculture, Biotechnology & Model Floriculture Centre, 
Kazhakuttom, Thiruvananthapuram and Kerala-695 582 shall be final. 

18. In case of the date for opening the tender falls on a holiday, it will be postponed to the very next working day 
without any further publicity notice. 

19. Violation of any rules/special conditions/directions of supply order by the contractor will be lead to rejection of his 
tender offer. 

20. The undersigned reserves the authority to accept or reject any or all of the offers for any particular item without 
assigning any reason whatsoever. 

21. Further details can be obtained from the BMFC Office during office hours. 

Accepted the terms and conditions of this tender 

Place: Signature: 

Date: Name: 

Authorized signatory of the tender submitting firm with office and designation seals. 


Biotechnology and Model (Sd.) 

Floriculture Centre, Kazhakuttom, Assistant Director of 

Thiruvananthapuram. Agriculture. 


Health Services Department 
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B(3nejoon) enoooo oujIcaalceeijoT) raraojODOoi 85)1co)8))1<i»jo 
01)2KD)(11Jo-19-6-2018, 2.30 2160)1. 

oaS^eiooi) «s>io<m]cm 8S)1o85)1(D)jo oi)2icQ)(ujo—19-6-2018, 
3 2560)1. 

3c3n£joono oolatoa (,nJ06mej i i ) 8)T5)1ej1a1(Sce6)6Og (5)10X3)1—31-3-2018. 

cftijsj 85)853 (111 (11 a 63T3«3 t^fa<3®I5)J 01)21 00)8515) g(D 
630n£)1 (0)1(53 (319(8011 ntll nj08)3 (3T90l d»0 (UJ (O) (5)0 60) . 6)5603(3 
0)SnJSlcft>o3 25JOO) ol (50)1 n_|1 eioaas) 0)1§1(U(m <66)^(0185)1(8010 
0)1 (3(5T5)1(UCCS <6613 (0)85)1 (80)0 ggg (3190)1 eft.0ao 01)J(.nJ61131853 
o)1<Biailnja5)2io(B)1a1<e6)jo. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, otherwise 
the tender will be rejected. 

3. Advance payments conditions will not be considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala-non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 
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9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the finn offering 
lowest price whose specification conforms to the 
requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 


List of Items 


SI. 

No. 

Name of 
item 

User- 

Department 

Number of 
Units 

(1) 

(2) 

(3) 

(4) 

1 

Batting Leg guard, 

(SG Eqauilate) 

Phy. Edn. 

6 Pair - 

2 

Wickect keeping leg guard 
(SG Super Fast) 

Phy. Edn. 

3 Pair 

3 

Abdominal Pad 

Phy. Edn. 

32 Nos. 

4 

Wickect keeping inner 

Glove (SG Club) 

Phy. Edn. 

6 Pair 

5 

Procetive Thigh Pad 
(SG Pro) 

Phy. Edn. 

6 Pair- 

6 

Cricket Batting Glove 
(SG Eqauilate) 

Phy. Edn. 

10 Pair 

7 

Spikes shoes for synthetic 
and cynter surface 
(Puma/Adidas) 

Phy. Edn. 

15 Pair 

8 

Cricket Elbow Guard 
(SG 40"xl3.5"xl3.5") 

Phy. Edn. 

8 Nos. 

9 

Cricket Bat (SG Club sunny 
tony gold) (English Willow) 

Phy. Edn. 

2 Nos. 

10 

Cricket Bat (SS Limited Edition/ Phy. Edn. 
SG-RSB (English Willow) 

4 Nos. 


(1) 

(2) 

(3) 

(4) 

11 

Cricket Ball (SG Club fomr stich) 

Phy. Edn. 

50 Nos. 

12 

Helmet (SG) 

Phy. Edn. 

4 Nos. 

13 

Tennis Shoes-Nonmarking 
shoes (Tournament quality) 

Phy. Edn. 

10 Nos. 

14 

Badminton Shoes-Non marking 
shoes (Tournament) 

Phy. Edn. 

10 Nos. 

15 

Tennis Racquet(Tournament 
Quality Graphite Heads sixe 

Phy. Edn. 

2 Nos. 


100 square inch string pattern 

19x16 weight between 280-320) 


16 

Shuttle Badminton Racquet 
(Graphite Carbonex) 

Phy. Edn. 

2 Nos. 

17 

Shuttle Cock Nylon 

Phy. Edn. 

10 Dozen 

18 

Basketball (Nivia top 
grip size 7) 

Phy.Edn. 

15 Nos. 

19 

Basket ball (Nivia top 
grip size 6) 

Phy. Edn 

10 Nos. 

20 

Foot ball (Nivia Shinning star) 

Phy. Edn. 

20 Nos. 

21 

Foot ball Boot (Nivia Star 
impact classic leather) 

Phy. Edn. 

36 Pair 

22 

Football Stockings (Nivia 
Thick large) 

Phy. Edn. 

36 Pair 

23 

Shin Guard (Nivia wisdom, 
Hard Shell, Stapped) 

Phy. Edn. 

36 Pair 

24 

Volleyball (Cosco Super 

Volley) 

Phy. Edn. 

15 Nos. 

25 

Volleyball Net (Cosco 
Nylon-4side tape offical 
specification) 

Phy. Edn. 

2 Nos. 

26 

Law Tennis Balls (Head ATP) Phy. Edn. 

40 Box 

27 

Table Tennis Balls (STAG 
Tournament quality) 

Phy. Edn. 

20 Box 

28 

Table Tennis Net with stand 
(stag) 

Phy. Edn. 

6 Nos. 

29 

Basketball ring Nety (Nylon) 

Phy. Edn. 

6 Pair 

30 

Table Tennis Bat (Donic 
Waldner 400) 

Phy. Edn. 

6 Nos. 

31 

Foot pump(Vinex Heavy 

Duty Foot operated) 

Phy. Edn. 

1 No. 

32 

Throwball (Nivia) 

Phy. Edn. 

5 Nos. 


Grand Total (RS) 


391 










12th June 2018] 


STORES PURCHASE 


626 


( 2 ) 

0)011(3 cnil2/l3457/2018/n®o.cnil.g1. 2018 <82)00) 18. 

(mlrajnjcnaronjjao 6)O)(u)1<06)G53 Gc&>0GQet raraj c/d jnj(.rail 
(SaEiooaScniloeb 6)2 ku)1oi>1o 3 ai1eoo)8iT3)1c8£i<06) ^a3cruLSj6)aa^cru 
(ailajlcD63T3u3) ajO6m3jcrn«j)l(Bejc0ffl/nil«»ffl6rr)o 6)n_iog>2cn)a5)1cB£j<06) 
cnlaailcs) GnnoocatmlcaS ajiBoisj BiflneiooujAc/S <Md6TDl^|j 
oaossjodj. 3(3'^eiocru (3T3 S<ss)o 6)33jQg>joi> cfeajolmjffljcftiglcaS 
3c3aejocru cnarucS n^sjccsieneccnjo ai^ceoiaocoil ojjol^lTf 
fflni§185iro1 rajcnrtnejj<S j a3 g)£j06)ai) u<-01 or3crol<^_|oa3, 6) oku)1 <06)853 

(SAOCBgSS, C3)1(DJ OJCD 03) aJJ 00-695 Oil, CAOgo n<j)Ul) 

afl £i o on asrsfl ss3 <3TacD)oc»c8<06)6TTeG5)2ao6n). 3^<^eio cruj <03 03 

85)0 6) IP (SnJ (8 8515)1 S)33 85) 1 QQ) 85)1 <0> gl £J J o 01) a CD) 8)13) J o 

c3TDcs<jjoa3 nr)08J8)0cD)1§jgg fl(3<^ejocn) cn)ffl^<jj1ijajeij6)S(scD)0 
(31901(8 nJ]aa))£j6)rLjSia)T5)1tH)1S133 (,f-l®)1 CDl 0)1 <03 gJ6)SCB<D)0 
01)001)1 00,5, 8513)18)8 85)JO <06)J OD 05)0 SDD . 6)6XU<03l <03l§JCm 

3(3<iejocn)i<03a3 ojffl1</)6Ti)1c06))ai)a5)£j. 

O 0 60 

3(3<iejocri) cn)fflc3n_|1<06)j(uoa8 aswasSoJS^ajggajiS 6)fflajbl<0S)858 
(S<03OGg8J 630n£lOl)l853 C3Td(BnJc03il1<0S)jaDfiJ<0iilo (315)0105^000) 
[3c8o£JO(TU Ga£)0063T3(/3 G5)06)1P 6)<0>OSJ <0S)JCTD (.n-l<a>0®° 85)J<03 
mrssnjOGsS eje1<0S)jcrr)8S)O6rh. (3(8<^ejocru Gnnoo63i3o8 6>6)<0>aogo 
ffliijc^oaS nJOS2gg(3)ei. 6 )hj< 0S)2<03(/3, Gnjoecrgs crugoom, 
(.(UDOnGO n|j)CTT)1 QJ 3c3>i£10fll) Ga£ 0O 85T3)16)C1^ Oil £1 CD)0QQ)1 
cn)j1<03(Dl<0S)2(rr)85)ej. scS^ocru Ga£0Oo ail <3j1. nil. rarajcnfl 
(3iracDxi»<0S))anDa))ej. 

O 60 

3^ciejocru 0Dcnjc3—8/2018. 

(3TdSffi3853 85)J<03-' 2,00,000. 

m1(D(3)t3aj < ! ) o-1% (672). 

3c8ciejOCTl) 6 a£ 00(513)16)01] Clll£J (Cn1<03j85)1 01)ar)1cB)o) : 

301831(0(38-' 672. 

(UH)MIG<06)6-' 336. 

09 60 O 

3^r<ejO(TU GaDOOo CljlGSSdMfflnjSJCm (3130100)000 C3)1cD)8))1c!Q)Jo 
CrumcDIOJJo-18-6-2018, 3 2)611)1. 

3(8<i£joon) Gaoooo auj1<03ffl1<06)2ono raraaiouoo) wflcDianlcnjjo 

OrufflCDJOJJo-19-6-2018, 2.30 2)611)1. 

3(3aej00TV> G5)jO<06)JC1D 85)1(D)85)l0Q)Jo CTUfflCDXlJJO-19-6-2018, 

3 2)611)1. 

3(8<i£jocru (i)1(3<0ffl L^O6m£n,aii3)l£)1e>lG<06)6iig c5)1(D)a5)1—31-3-2019. 

<03^52 85)853 (111 (11 (D 6313 C/3 (.^>-1OJ (3 CtSTOol fll)2) CD)8515) gDD 

aonolorulasa raiaGminaflijoGsS rareoIcnjocij^oDasiosn). 6)S6n§(3 
O)SnJSl<03O8 B J (It) Ol CD)1 <jj1 £106)85) 0)1 §10103 <06)J 01) 85)1 G 0)0 

ODlc385i5)1m®<06)2Cioai)1(Ba)o ggg oidcuIaosio (Ml o3 anil <t _|0 glasS 

O)1<039dlnJ85)2)OCD)1o1c06)2o. 


Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, otherwise 
the tender will be rejected. 

3. Advance payments conditions will not be considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in " 200 Kerala-non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the finn offering 
lowest price whose specification conforms to the 
requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 
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List of Instruments 


SI. 

No. 

Name of 
item 

Specification Quantity 

(1) 

(2) 

(3) 

(4) 

1 

Scissors 

Stainless steel straight with 
pointed tips 20 cm. long 

50 

2 

Scissors 

Stainless steel straight with 
rounded tips 20cm long 

50 

3 

Scissors 

Curved with pointed tips 
20cm long 

20 

4 

Scissors 

Curved with blunt tips 

20cm long 

20 

5 

Brain knife 

Stainless steel single edged 
handle length 12cm-blade 
length 22cm. 

30 

6 

Brain knife 

Stainless steel double edged 
handle length 12cm-blade 
length 22cm. 

30 

7 

BP knife 

handle 

Stainless steel-suitable for 

24 size blade 

150 

8 

Knife with 

wooden 

handle 

Metal knife single edged- 
having wooden handle 12cm. 
long, blade-22cm long 

30 

9 

Toothed 

forceps 


50 

10 

Scapel blade 
packet of 5 

Size 24 

150 

11 

Suture needle 
packet of 6 

stainless steel half circle, 
triangular size 1cm. 

500 

12 

Clamp 

Stainless steel-serrated 
with teeth 20cm long 

50 

13 

Probe 

Stainless steel metallic rode 

of circumference 0.5 cm 

5 

14 

Convex 

hand lens 

With metal rim and handle 

diameter 10cm & focal 
length 15cm. 

3 

21 

Steel Tray 

Stainless steel tray with lid 
12"x8" 

20 

22 

Apron pkt. 
of 100 

Plastic disposable blue apron 300 

23 

Surgeons 

mask 

Green colour 50000 

24 

Surgeons cap 

With elastic all round 50000 


(3) 

axru(3 arul2-i3278/20i8/n®o.cn51.g1. 2018 eacr» 19 . 

fflfflOjblcefflRjS e<ft>0GgSS (OTjaajaJlRrilcsfeej 

CTU (3 Sjl <B6) R$ cn < !jO<TUCB(.SO n(j) (ljj (8 O 0 g 8j1 OJc&J ajl GeicK) 
ca>6n3oro^2i2i6Tinc^anj (Linear cutter reloads 75mm, 10mm etc.) 
(oj1<iil(jD63Bc/5) mo6OT3janDra)1csejc0ffl/ajl«r)ffl6rr)o siiO^jarKwIceices) 
mlaailtro QaOoocmnlraS ajLBOJaj 8c3‘‘>ejocru2ca>c/3 cMJsrnlajj 
6)<ft,oggjcmj. 3(5>^ejoanj rarescMo ffiajcs^cm caaiolmj ffljca>glR53 
3(3(iejorrw cnam3 a^ipjcBRjisrrgRnjo aj^cSRSiaocn/l ajjralajlnJ 

6)CU§1«5TOTlaj(!5Tt5)ejJca)U3 6D£J06)RJ) (,'dl < T3<TuJ'j]3a6, 6)l2njDlc0fflK53 

Qc9>ocsgs, (m1fflj(Ucnamnjjrao-695 011 , (ScSiOgo a£)am ajlejomxisiroldsS 
rard(r»cc»Gc06)6neKr)j(2io6rn. 3(3‘‘>ejocru l }cft>o3 rt>06mp CEnj^otmlsiss 
RjytoRstoleijo orumajiRjrsijo caratSajoc/S aoosjRiogijlsiss BiS^eiocru 
orua^njlijcijffljsisecffio raraajRS iOiagn&janjSKatmlqalsisg 
(.njanlaDicDicfcgjosedso ouocrnlfiD^artnlraa ffnjOtSOjanDcnosnd. 
6)6)ajcan <a>1§jcrr> G(3^eiocrujca>u3 njfflltosnDlteojoTKm&j. 

B(3>^ejO(Tu cromcSajI cnoaS r»orj3oj r>^ aj gg cm3 
6)fflcu)1c9S)ro3 Gcftioegs fflOaolcrolraS raracBaJcftadlcMjcmaJc&iSJo 
(313)01 09), SO®) BcS^OCTU CB a£) 3 O 6313 C/3 R5)06MP 6)<ft>3S)c86>3 OTD 
R5))<ft> (3I9SaJOH53 £J l§1 d3S1 J CTO RJ) 0 61T) . BRS^ejOCTU 
Ga£ioo63T3(/5 fflfflcftmogo 6)^jt^oo3 aJosjggRnej. 6iaJc96))<ft>a3, 
(BnjOQcrosj (Tuocru, Lcmoano n^cmlaj B(3>^ejO(Tu 
Ganoorarailoai) ail£j®)0®)1 cn)j1ca>ffl1c9S)jcm«r)ei. B(3<^eiocru tsaoooo 
ojl.aJl.nJl. rare)®)! (3ra®)a»c0ffljcmRj)&i. 

3(3<iejoa\) cnamc3 —9/2018. 

(319S®>rj 3 R5))ca>—' 2,00,000. 

0DlfflR5)LOCU^o—1%. 

B(3<^eioonj (SnOOORsrrolffla^ ailei (cnlt&^RSil ctuodIrdo): 

0Ol8Sl(T>RS3-' 672. 

OJDUnj1eo9S)0-' 336. 

Oo 5U o 

Bc3^ejoam eaoooo ojlasSteojcm rareaicruocn r5i1®)r»1®))o 
cruacaojjo— 20 - 6 - 2018 , 3 06 rril. 

B(3^ejocru csaoooo cmi1cft.(9ld3Si)cro csraoioruom RjilmiRritojo 
cruacaojjo—21-6-2018, 2.30 amal. 

B(3aeiocru rsijo tsojcro r»1®)r»1®))o cruacaajjo — 
21-6-2018, 3 216ml 

B(3<^ejocru chlfflcK) LtOosnj&Ji«5T5)lej1o1ec96)6ns rt>1®)r»1— 

31-3-2019. 

(ftjsj RJ1R5S 0jl0Jffl63Ba3 tfOCTIiraKOl (TO ffl CO) R5K0 gD® 
630aC)1 (TUIrjS COTaGODJ rfljl nJORlS C3190l ®)3 OJJ OT) RJ)0 6171. 6156113(3 
msnjs1ca>a3 m)cmo1®>1a_jlej:i6iR5i cn1§1 OKMceojcmRsalecno cnltasil 
oicffioasijcmRsilGcno ggg rareuilc&ooo (nijtoJsnelraS (rfldMdlojR5i2i06if). 
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Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 

agreement executed in ' 200 Kerala non-judicial- 

Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conform 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 


SI. 

Name 

Specification 

Qty- 

No. 



Required 

(1) 

(2) 

(3) 

(4) 


1 Linear cutter It should be universal reload 2 
Reloads 75mm compatible with the 75mm 
linear cutter 

It should have selectable 
staple height formation of 
1.5, 1.8 and 2mm closed staple 
height 

It should have an inbuilt knife 
in the reload 


It should have 6 rows of 3 
dimensional staple formations 

2 Linear cutter Reloads for 100mm 2 

Reloads 100mm Gastrointestinal anastomosis 
instruments with directional 
stapling technology with the 
cutting knife incorporated 
in the reloads itself with 
4. 8mm leg length 


3 Linear Stapler The linear stapler line should 2 
Reloads 30mm be 30mm. The reload should 
have an integrated tissue 
retaining pin 


4 Linear Stapler The linear stapler line should 2 
Reloads 60mm be 60mm. The reload should 
have an integrated tissue 
retaining pin 


5 Curved circular' It should have rectangle 2 
Stapler 31mm staple wire design. It should 
have a detachable Slimmest 
Anvil Head profde of 5 mm 
with Tilt-Top 

It should have a shaft length 
of 22cm or 35cm 

It should have staples height 

3.5 mm or 4.8 mm with 
closed staple leg length of 

1.5 mm. or 2.0 mm respectively 
It should have a 440 stainless 
steel with chisel edge cutting 
system with lumen/knife 
diameter of 16.5 mm 

It should have a Slimmest 
Integrated trocar in shaft and 
an Anastomotic Lip of 
1.9mm. having 22 staples 
It should have a safety lock 
out mechanism with audible 
tactile feedback and an easy 
to read Green “Ready to Fire” 
indicator 
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(1) (2) 


(3) (4) 


(4) 


6 Endoscopic 1. It should have fully 2 
Clip applicator automatic clip applier with 

(Medium, Large) one handed opearation 

10mm 

2. It should have Shaft 
Rotation by 360 degree for 
maximum Visibility. 


3. It should have Super-Inter 
lock System for Improved 
Clip Security with new 
design. 


7 


4. Each Medium-large size clip 
Applier should have 20 
Titanium clip 


Endoscopic 1. It should have hilly automatic 
Slip applicator clip applier with one handed 

(10mm) operation 

Large 

2. It should have Shaft Rota¬ 
tion by 360 degree for 
maximum Visibility. 


2 


3. It should have Super-Inter 
lock System for Improved 
Clip Security with new design. 


4. Each large size clip Applier 
should have 15 Titanium clip 


8 Ligating Clip 
Applier 
(Medium) for 
Open 


1. It should have Thin Angled 2 
j aw for better visibility. 

2. It should have slim longer 
shaft for better access. 


3. It should have ratchet 
mechanism for selecting on / 
off of ratchet. 


mondS crul 2 -i 4 i 05 / 20 i 8 /r 4 )o.cnil.g 1 . 2018 csczicrS 23. 

(3)1fflj(U(TXTO)ojj(ao ®acu)1c8sxis3 Gcftioegss rai^usjnJttstolG&jcOffl 
(TU(3sjltS6X53 ctoou)0)63bc/ 3 (SS Sterilizer, Cheaper forceps etc.) 
mossnjarxmlcBejtSS) cntaulra) GodoorarcolraS 3(3<")ejocn)2<ft>o3 

cM3 sml n-|; a a 0 SB ion }. b (3 ^ei 0 cru (3i3S<06)o o^icgijaT) 
cft.riJo1(r)j(2ijcft)glR58 3c8<i£joanj cncnjcS oj2,<fl(5)2)0<53)1 

njjoInjlVi g)dJ06)85) uVlodaolajoc/S, 

6)2KU)1<06)853 (B<0iOCBgS3, «5)1fflJ(U<TKTO)nJ2fflo-695 Oil, (Bcftifflgo ti^OD 
cuIdJOcroasrailasS rai3<53)<53)(8<06)6neaj)O6n). 3(3n£iociD2<ft>c/3 anosiip 
(B £U (3 8513)1 §Jgg 85)1(53) 85)1 (53)1 dJJo (TO 12 (53) 8585) J o C313Go_|003 
ndOSS 8)0(32)1 §222 3(3o£J001) CTO 12 (3ajl OJ 8)J 6) SG(32)0 CStaOJc3 
nJJffl85)ej6)<jjSJ85T3)1cD)1§Jgg L<dC5)1cn1u>1<ft>g26)SG<32)0 CTOOCrn1(lD^85r!5)1a53 
anjO <06>2 01) 85)0 611) . 6)6)OJ<ft>1 <ft>1§201) 3(3™ej0 CTO l <ft>c/3 

nj(31co6m1c06)2aDa5)ej. 

B(3e*ejooi) oi)2k3o_|1 < 06 )j ojoo 3 85)oa53nj aj gg cm3 
6)fflCU)1c06)853 G<0iO(SgSS 63 0 ad 1 (Tol 8)3 (313GnJc0ad1<06)2(1DoJc0i£Jo 
(313)05 03^2)0(32) B(3c*ej001) God OO 6313(/3 85)06)<P 6)<0>OS2<06)2 OD 
(.nJ<ft>08)o 85)Jcft) (3I3S^0853 dJ @1 <063 ] Cm 85) 0 611) . B(3™dJ0U1) 
Gad0O63I3C/3 6)6)c0>2lOgo 6)nJCg>On3 nJOSJgganfiJ. 6).nJ<06)2<ft>C/3, 
GnJOGOUSS (TOOCTU, n<J)C1DlOJ B(3e*dJ001) 

Gad008585)16)0^ Oj1dK32)OCS2)1 CTOj1<ft.6>1c96)2Cmaj)dJ. B(3<i£10CTO GodOOo 
oil.till.nil. <15)0(55)1 (313<32)(3i)c96)2(n)85)dJ. 

Bc3<^diooi) oxdjc3— 10/2018. 

caresffijejS enjca>—' 5,00,000. 

cola as)LBOJi°— 1% - 


4. It should have interlocking 
bumps and pockets to ensure 
consistent clip security 
without slippage. 

5. It should have plastic coated 
shaft for atraumatic tissue 
handling. 

6. It should have 11.5" long 30 
preloaded clips in the applier. 


9 Legating Clips 
Medium, large 
(Box of 18) 


1. It should be made of 2 
Titanium 

2 It should ligate vessels 
upto 3 mm diameter 


10 Universal 
Laparoscopic 
Stapler for all 
Types of 
Reloads 


Single Universal Laparoscopic 1 
stapler for all types of 
Reloads -30, 45, 60 both 
straight and articulating 
with 16cm shaft length, single 
handed operation, step wise 
articulation intergrated 
grasper function and a 360 
degree rotation. 


3 ( 3 o£ 10 (TO (Bod 00(515)16)0] ClildJ (0)1<ft>285)1 m)ar)l85)o): 

630lSSld)G53-' 1,680. 

CU)UnjlG<06)O-' 840. 

e)6 6\) O 

BcS^diooi) Gndooo ojIssS^jod carecuoDocn anlaxanlcffijo 

(TO2K55)<112o-22-6-2018, 3 2)611)1. 

B(3^dJ0CTO GodOOo (TOj1cft.ffl1c06)2Cm 83130101)00) 85)1(55)85)1(53)20 
CTO2K55)Q1Jo-23-6-2018, 2.30 2)611)1. 

B(3a£1001) 85)20 <06)201) 85) 1(53)85)1 <53)20 CTO2K53)Ol2o- 

23-6-2018, 3 2)611)1. 

B(3<^ejocro cnl 8 >< 06 ) LoJosmdnj(3i3)1ei1s)1(Bc06)6n5 85)1(52)85)1— 

31-3-2019. 

<ft>2S2 85)853 Oil OJ 8) 6313 03 (.nJ OJJ, 8513)1 01)21(53)8513) gDO 

63 Oodl 01)1(33 C313GO)Jn3dliJ0653 (313 Ol (52) 0 01201)85)0 611). 6)S6Tlec3 
0)SnJSl<ft(/3 2»U1)Ol(32>1rJ1OJ06)85) d)1§1 OJ<53)c06)2(n)(B)1(BO)O 0)1(38515)1 

o oJ 6V) ^ o 

OJ W <06)2 OD (5)1 G0)0 ggg (313 0)1 <03Offlo (.oilCl301)1 o_|0gl853 
ChlcOiDloJ 85)20611). 
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List of Items 


SI. 

No. 

Name of 

Items 

Specification/ 

Unit 

Quantity 

Required 

Indented 

1 

SS Sterilizer medium size 

2000W 

10 Nos. 

2 

SS Sterilizer Large size 

2000W 

10 Nos. 

3 

Dressing tray with LID 

Size 9x9 

Small 

100 Nos. 

4 

Dressing tray with LID 

Size 14x10 100 Nos. 

Medium 

5 

Kidney tray with LID 

Medium 

50 Nos. 

6 

Cheatle forcefs 

Anti trust 

100 Nos. 

7 

SS Cheatle forcefs Jar 

Anti trust 

100 Nos. 

8 

Needle holder 

Size-6" 

Anti trust 

100 Nos. 

9 

Clip Remover 

Anti trust 

50 Nos. 

10 

Allies Forceps 

Size-8" 

Anti trust 

100 Nos. 

11 

Artery Forceps 

Stright-6 

Anti trust 

100 Nos. 

12 

Artery Forceps 

Curved-6 

Anti trust 

100 Nos. 

13 

Mosquito 

Forceps 

Anti trust 

200 Nos. 

14 

Scissores-SS 

Medium 16 inch. 

Anti trust 

50 Nos. 

15 

Scissores-SS 

Small 8 inch. 

Anti trust 

50 Nos. 


Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conform 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 
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(5) 

crxruci cnili-io244/20i8/ss1.r^)o.om1.gJ. 2018 emmi 14 . 

C3)1fflJ(U<TKTmrUJfflo 6>fflCU>1c96)C08 CScft)OegS/aDO(3(2Kn51 CBc9>0(BgSS 
nj1eocn«5TOTlcsejc9ffl (grajojus^aocffi aotnorxd a®ca.^jtJ6)fflag''cru 
(is guano) (iJO^jorntmlciejcKi/ajlroifflsrno si^cgijanDOTilGEicW) 
CDluailOT) (BciE 00(315)1(33 OfiJoEIOClDJcftfA cMKSmliJJ 

fflcftOggJCTDJ. (3(8nE10(Tl) (319ScW)o 6)nJQg>2CTT> cBjOlOlOOJ BJcfegloS 

af3^ejocru cnaruc3 nf)‘Pje(msrT§(wjo ai^c9(5)ao<i»1 rujolajlTj 
arugiRnIffljRSTOiejjcfeua g)Ei06)(D) cr3 crol<jj 0a3 , oacuiltSSKnS 

(BAOGgSS, C3fl(3J(UCr)(TO)nJJfflo-695 Oil, <S<ft>fflgo n^OT) ailEJO<TU(515)1(53 
{3racs»cm(ScSfflsn§(mjffl06rD. BriS^eiocrujc&c/il «no6Mp GhJ(8(515)1s)33 
(mlcQxmliMleijo croBKHXSKnjo raraenjoc/S nDOgaaomilsiaa odSneioanj 
(TUlZKSajl^lQJffljfflSGOfflO (31901(3 ^)a(5)E16)<TjS)(515)1(?Q)1S)33 
LnJ(3)1m1a)1<ft>g26)SCB(O0 <TUO(TOl (51)^ (310)1(33 OIJOcOOJOTKmOSrh. 
fflfflojtft.1 cft.1§janD a^^ejO(Tujcft)a3 rUfflltosrrilcaojarnanEj. 

<3 (3 oei o tru cn)ffl(3o_|1 cssij ojoo 3 (3)0(o8nj(D(,a)33QJ(3 
ffla(u)1(SSKo3 Cca>oegs3 aonnlcrulRsS (BrccsoJc&^lceffljcrnrUdMdo 
(3i9)cii(/ojja0(0 a(3neioom GciE0O63b«3 tmoay Ocfcosprolralceajcnr) 
(.nJcftOfflo (3)jca> mres^joraS Eiel caoj cm ram 6rn . acS^eiocru 
(BciE 00631303 SaAfflOOo 6).nJ<gOCl3 nJ0SJgg(3)E1. 6)sJc9S)Jcftia3, 
(SnjOGoruss aroocim, (.ncoaEO o^odIoi <3(3oeioct\)' 
(BciEOO(315)1fflC$ OllEICOOtOl (TUi1<ft,ffl1ceffljaT)(3)£j. (3(3oe)0(TO (SnEOOo 
ail.nJl.ajl. (319) (Ol (319CO(Oc9S)J(m(3)EJ. 

(3(3aeiocru cncnjc3— 11 / 2018 . 

(319S®)(33 (5)Jcft>-" 3,00,000. 

mlffloiLaai^o— 1 % ( " 3 , 000 ). 

B(3neiO(TU GciEOO(515)l6)Cljl Oil El ((l)1ca.J(3)1 ClUnOlffllo): 
aolslaiK^—' 1 , 008 . 

CLUUnilcScOfflO-' 504. 

tye 6V> o 

(3(3neiocru tiaEooo oil(o3c9S)jcm (sreaicruocn oilcotsilcojo 
cruacoxiijo— 19 - 6 - 2018 , 3 a6m1. 

a(3<^Eiocru GnEooo cruiltSiffllceojanD raraaicruocn railcooilcojo 
cruacoxiijo— 20 - 6 - 2018 , 2.30 a6m1. 

odSnEiocru anjocsajcm railcoxoilcojo (ruatooijo— 
20 - 6 - 2018 , 3 asm! 

a^riEiomj CDlOcSfi) ^o^^),rara)1&Jl®1e<ss)sn§ oiltorail— 

31-3-2019. 

<ft>2SJ(3)(38 Cllloi (9 631303 (.nJOl^ (515)1 crua<0(313)' 6DT) 

aonElcrolraS raraGcninajlijoraS raraolcoociijcmanosm. as6ns(3 
cosnJs1ca>o3 ajcmolcoInjlEJoao) cnlgl OKOteajcmanlGcno 
CDl(3c3i3)1oicocsaj(m(3)1e(T)o ggg (3i9U)1cft>0fflo crujtnJSiTelroS 
(n1caailnj(3)ao6iT). 


Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conform 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 


Gaz. No. 24/2018/DTP (Stores Purchase). 
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List of Minor Equipments 


SI. 

No. 

Name of Item 

Specification 

1 

Sherrington 
rotating drum 

5 

Speed selection (0.12, 0.25 
0.5, 0.75, 1, 1.25 mm/sec) 

2 

Lever holder 

10 

Long type, where lever is 
fixed on one end with 

screw 

3 

Burette holder 

15 

Fischer type, 2 non- 
breakable jaws 2 spring 
controlled jaws 

4 

Frontal writing 
lever 

20 

Stainless steel capillary 

5 

Kymograph 

paper 

10 

Bundles of 100 paper each 

6 

Aerator cum 
tissue suspender 

20 

Borosil glass, should fit 
into the ordinary muscle 
chamber 

7 

Muscle chamber 
(Inner Organ 
bath) 

20 

For isolated tissue experi¬ 
ments, borosil glass, 50ml 
capacity 

8 

Carbon dioxide 1 

cylinder for cell 
culture lab including 
regulator 

For cell culture lab 

9 

Oral gavage tube 
for rats 

10 

16 G 

10 

Oral gavage tube 
for mice 

10 

18 G 

11 

Reverse osmosis 
drinking water 
system 

1 

For water Purification, 
portable self contained 
water treatment plant 

12 

Student Spirometer 

1 

6 Litre-stainless steel chamber, 
calibrated for volume inlet 
and outlet, corrugated 
rubbertube and mouth 
piece 

13 

Cilinical Stethoscope 
(Littman) 

2 


14 

Compound 

microscope 

5 

With lOx, 40x, and lOOx 
powers, with halogen bulb 
for lighting 

15 

Dispensing Balance 

2 

50gm capacity, stainless 
steel pan 

16 

Digital weighing 
balance 

10 

200gm capacity, upto two 
decimal points 

17 

Magnetic stirrer 
without hot plate 

2 

Speed: 100-1500 pm, LCD 
display 

18 

Single pan Balance 

2 

Capacity: 1000 g,Units: g, 
Accuracy O.Olg, Pan: stainless 
steel, Circle : 115mm. 

19 

Chemical Balance 

5 

Measure mode manual 


( 6 ) 

axmidS n\)1i-i26i7/20i8/s1.rig)o.cnjl.g1. 2018 eaoci) 14. 

(WlffljajCTKTOnJJfflo 6)2)CU)1c96)(53 (Sc03OCBgS/rUl.6)ri0.rJl.rig)o.a^)(TU. 
Qj1eoo)(5i5)1(S£id36) rarejaiaa^aoco) 6)cu)aji(53 aagloloacsScru 
(64 egcno) ajO6m32(m«j)1(sejc0ffl/nj1c(r)ffl6rno ®ij(§>j(ro«n1(sejc0O 
0)1cffljl(5> Gn£) 3 0(515)1 (53 (3(3<‘‘ei3<TUJcft>C/3 <0i3d6TT)1^|J 

Ocfeoggjcmj. 3(3>^ej3cru rarescMo Aajolmj ajcftiglraS 

G(3>^ei3cru cncimtS a®s>2<3(5)6ng(5)jo ai^ <0(5)213 cod 
oajglanlffljRsrmejjcftaa g>£i36)(5) (.nJloacruInjsaS, 6) 21 cud <06x58 
(B<0>3(8gS§, (m1fflJ(UCn(TO)nJJfflo-695 Oil, (B<ft>(3go a£)(lT) ailei3mX5I5)1(53 
(3TdCQ)C®(Bc96)6n§«5)J(2l36rh. 3(3‘‘*£13(n)J<ft>d3 8513SMP GnJ(3(515)1 §Jgg 
raVtoratoleijo crumaaasrtnjo raraenjsc/S rL03ssffl3CD)1§2gg <3(3neiocru 
cruaKanjIijnjffljsiscsdss raiBaidl ^jffloiejffinjsjRsimlcjalgjgg 
(.nJ(5)1(T)1ud<0>g26)S(S<S2)3 03)301)1(11)^(515)1(53 ffl)JOc0€)J(rO®)3SrTO. 
osiojcaH cft)1§jfro <3(3<iei3cn)2<0>c/3 njalcnsrDltesijcimffliej. 

a(3dejocn) cn)2K3<T_|1 <ss)j tnoaS (smtsSnj iaj gg cm3 

6) 2)01)1.06) (53 (S<0i3(BgK! 630n£l1(Tu1ra3 (3I3GnJ <9i3d1 <06)J (TO nJcft&lo 

csrejojcra^izioca) acS^eiscru <Sn£)3063i3(/3 <mos>9 6)<a>3s;i(5i5)1<3l<06)2aT) 
(.nj<ft,3fflo snjcft) raras^jscsS ei@1<003cro«s>o6rh. 3(3^ej3cn) 
Ga£)306313(/8 00<0.2)3go 0<jJCg>3a3 nJSSJggffliej. a^JcBQJ&uS, 

G nJ 3 <3 (TO S3 (103031, LOnOaDO r^OTOlaj 3(3^3031 

Qa£i30«5K5il6xig ailei<B)3CQ)1 au/lcfcalcsojananej. 3(3<^ej3cro QoDsoo 

OjI.rLjl.njl. (313)01 (313CQ>CQ><e02(rr>(5)£J. 

3^<^ei3(TU 03031(8-12/2018. 

(3T3S®>KJ8 (5>2<0>-' 2,60,000. 

0)1(3(5)1/301,5,0-' 1% (' 2,600). 

3(3aei3(TU C8n£)3O(515)l0ai] Olloi (a)1<0>J(5)1 OT)adl(5)o): 

63dte1(1)(53-' 874. 

ajDUnjl(B<00O-' 437. 

Oo (SU o 

B^aeioom (SaDOOo (UlfflSceSljaT) (3150103)30) «J)1(S3 )«d1cQ)Jo 

cruaoajjo— 19 - 6 - 2018 , 3 2 ) 6 rn 1 . 

3(3^ei3(TO (SaOOOo O3)/l<ft.ffl1<e0JOT) (313(11 (TOOCT) (5)1<33)(5)1cQ)2o 
oroacsDcnjo—20-6-2018, 2.30 06031. 

3(8nei3(TO (5)JO (S6)J(TO (5) 1 CD)(3)1 CD)Jo (TO2KS)Q1Jo- 

20-6-2018, 3 12)6031. 

3(8 q oio(to 03lfflc9ffl Lojoeiuei^cniroleilolecoeieoe (5)1(Q)(5)1— 
31-3-2019. 

cft)2Sj®)ra3 ail <u a 633 u3 [.0-1015, rami on a w ratal goo 

633n£)1 01)1(53 (315(80)1 ntfl nj 0(53 (31501 <33)3 OJJ OT) (5)3 61T) . 05603(8 
O)SnJSl<0>u3 2)JOOOlc®1n ; jl&J30(5) 0)1§1 OJ(S))<002Or>(5)1(BO)3 0)1(3(515)1 
cnc!2)<fl6)2(0)(a)leo30 ggg (3i5U)1<a.3fflo onjinjeneltsS oo1c&allnJC5)iZ)06n3. 
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Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conform 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 


List of Dental Materials, DMC, PIPMS 


SI. 

No. 

Items 

Specification Quantity 

(1) 

(2) 

(3) 

(4) 

1 

Dental Plaster 

Indian Bag of 25kg. 

20 

2 

Dental stone, Type III 

Indian 

10 

3 

Die stone, Type IV 

Indian 

5 

4 

Modelling wax (base 
plate wax) 

Indian (Packet) 

50 

5 

Inlay wax (stick) 

Indian 

40 

6 

Beading wax 

Indian (Packet) 

1 

7 

Boxing wax 

Indian 

1 

8 

Sticky wax 

Indian (Packet) 

10 

9 

Shellac base plate 

Indian (Packet) 

30 

10 

Impression compound 
(Disc) 

Indian 

10 

11 

Alginate, Regular set 

Indian 

10 

12 

Addition silicon, putty 

Imported 

2 

13 

Heat cure acrylic powder Indian 
and liquid (veined, pink) 

1 

14 

Heat cure acrylic powder Indian 
and liquid (light pink) 

4 

15 

Self cure acrylic powder 
and liquid (light pink) 

Indian 

4 

16 

Self cure acrylic powder 
and liquid (clear) 

Indian 

2 

17 

Separating media 

Indian (jar) 

2 

18 

Cellophane sheet 

Indian (packet) 

10 

19 

Acrylic teeth set 
(complete denture) 

Indian 

40 

20 

Acrylic teeth set 
(complete denture) 

Indian 

20 

21 

Ceramic teeth set 

(complete denture) 

Indian 

3 

22 

Acrylic teeth set 
(complete denture) 

Indian 

20 

23 

Acrylic teeth set 
(Anterior, RPD) 

Indian (Pad) 

40 

24 

Acrylic teeth set 
(Posterior, RPD) 

Indian (Pad) 

40 

25 

Die pins (Single, 

Straight with sleeves) 

Indian (Box) 

5 
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(1) 

(2) 

(3) 

(4) 

26 

Denture polishing cake 

Indian 

20 

27 

Felt cone 

Indian 

10 

28 

Cloth wheel 

Indian 

15 

29 

Brush wheel 


10 

30 

Phosphate bonded 
investment and liquid 

Indian 

10 

31 

Cobalt chromium alloy 

Indian 

(pellets) 

60 

32 

Tungsten carbide bur 

Indian 

10 

33 

Acrylic trimming stone 

Indian 

25 

34 

Sand paper (fine) 

Indian, sheets 

50 

35 

Water paper (fine) 

Indian, sheets 

50 

36 

Cotton roll 

Indian 

10 

37 

Vaccum forming sheets 
for Easy-Vac 2 Vaccum 

former 

Standard 

sheets in 

packets 

5 

38 

Wrought orthodontic 
wires (19 gauge) 

Indian 

20 

39 

Wrought orthodontic 
wires (20 gauge) 

Indian 

20 

40 

Wrought orthodontic 
wires (22 gauge) 

Indian 

20 

41 

Wrought orthodontic 
wires (23 gauge) 

Indian 

20 

42 

Pindex system 

Imported 

1 

43 

PKT Kit (PPD pattern 
carving) 

Imported 

1 

44 

Orthodontic Universal 

pliers 

Indian 

20 

45 

Orthodontic cutting 

pliers 

Indian 

10 

46 

3 point articulator 

Indian 

30 

47 

Hinge articulator 

Indian 

30 

48 

Dappen dish 

Indian 

20 

49 

Large Denture flask 
with clamp 

Indian 

30 

50 

Rubber bowl (Medium) 

Indian 

30 

51 

Lecrons carver 

Indian 

30 

52 

Wax spatula 

Indian 

30 


(1) 

(2) 

(3) 

(4) 

53 

Hot plate 

Indian 

20 

54 

Plaster spatula 

Indian 

30 

55 

Wax knife 

Indian 

30 

56 

Chip blower 

Indian 

20 

57 

Glass slab 

Indian 

10 

58 

Me Intosh sheet 

(Rubber sheet) 

Indian (roll) 

3 

59 

Gas stove with single 

burner 

Indian 

1 

60 

Instant Geyser (non 
storage) 

Indian 

1 

61 

Hanging motor 

Indian 

1 

62 

Articulating paper 

Indian 

5 

63 

Impression trays, 

dentulous 

Indian (set of 16) 

1 

64 

Impression trays, 

edentulous 

(non perforated) 

Indian (set of 16) 

1 


(7) 

morncd aiili-i2i45/20i8/r4)o. crul. gl. 2018 ecaom is. 

(mirajfumamnjjao fflaontearaS G<ft>0(Bgs3 ff>ffl2KBL<ft>06TiKB<s2)0gsa1 
ruleom rsttoI(B eicss) 6 )cik 3§1 esarod rarajesgo <3<ft>oj (1 njjmo) 
cuo63T3jar)®)1(sejc0S)/ojl8S)ffl6TT)o 6)nj<gjar)«r)1(5ej<flo mlasultro 

QnnOO«5T3)1«s8 fflj(BCUiJ (3c3^£JOaDJc9>C/3 cMd6m1ii-|i6)^093)aT)). 

3(3nejoanj rarescMo s^a^am ta>cudlmj ajcaglRsd B(3r>ejoanj moued 

ci3)tf>jeffl)6TTe8J)Jo CU^<M5)(2000)1 nJJffllnjlVj 6)CU§l«ST®1aj85I(T)ejJca)ad 
gDejosxm (.njlodorul njoad, ©maul<fl©rad cs<ft>ocsgss, 

(®lffljajma®ojjfflo-695 011 , eca>fflg n^am culejoarmmmlrad 
(3T30Q)0ffiCBo9ffl6n3c®ji2osni. B(8nejoaro2cft>u3 (moss' en-Kdcarmlsiss 
omlooHmlcejglejjo, arufflooiraimjo cmacsiTjoad nnossfflooQ)1§jgg 
(3(d^ejoaru cruffltdiTjl^iajffljsscBaDO raracucd njjfflcmejOijjsjrairol 
oo)l§jgg tpjcmlmlmlcftgjescBOQjO auoamlrau^rarmlrad ®)jOc 0 S)jam 8 »osni. 
soaical tftn§jam (Kd'iejoarujc&c/d njalco6mlc0SjaTK®ej. 

H^nejoaru aruofdiTjlcaojnjoad tmoradiTjo^ffljggciKd ©fflaulcesrad 
<s<ft>oegss 630tiDlaiil«5d (OTSGoJdMdlcesjanDnJcMdo rarajcuas^mooQ) 

Bedroom Ga£l0O63BC/3 (®OS)<P ScfcOSjarmlffllcOSJOT) inJ<&>0(Do «T>1 cft> 

raraSijorad ejelcMjaTKroosrn. s(3<‘>ejocri) (?n£)006ST3c/d nocaaogo 
Sujtgoad njosjggcmej. 6)£Uc9S)jcft>c/3, enjotsarus araoam, ajDliaoaJ' 
(.ODOaDO n^amlaj a(d^£joaru enooofflimlsad ailej cD)o<r»l 
ODjlcft)ffll<flS)jaTK®ej. BCd^ejOOTU finOOOo cul nil. nil. (319)00)1 
raidoo) as <es)jar)«5iej. 
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(3(3^ejocru cncmai— 14 / 2018 . 

rarest®! —' 1 , 68 , 000 . 

(T)1fflOT>L(3(Uio-1%, (' 1,680.) 

(3(3(i£iocru Gooooraroilfflorcj ailei (ril<a>j(a>l crunrilOTio : 

6301ssI(DK58-' 672. 

OJDUnjIcBcefflO-" 336. 

e)0 6V) O 

< 3 c 3 r>£io(ru (Bnnooo njIroScOfflOojsjaT) rareturruoro cailocafltnijo 

CruffldDOJJo-28-6-2018, 3 2)6m1. 

odSoeiocru csaDooo cruj°lca>alc9S)j(m rarecnaruom (mlooxatojo 

CruffldDOJJo-29-6-2018, 2.30 12161101. 

3(3<^eiooru (mjCcsajano (mtoaritojo ammasrujo— 29 - 6 - 2018 , 
3 a6m1. 

BcJaeiocru oolocos) L^osTXi^^ctmjHejncoTceojcrn railcoHrol— 
31-3-2019. 

<ft>]S2«S)®S <Ul<Uffl63T3C/3 (.nJOJ^RSTml <TU 2) OQ) (3T5) 6025 

aoacIcrulraS raratBamnaflijoraS rareolcmoajjorntroosrTD. s>s6n§(3 
cnsnjs1tft)c^ 2)jamoltD)ln : |1ej06)«j) <n1§1 mcdicKijcmcffiflecno cnldSrarcril 
ai Qffioosij arrumlcBCDO ggg rare u)1 ca> o o o (.o-Ocrcicrul njoglroS 

<T)1cMjlriJ«J)210(r»lffl1ceS)Jo. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala—Non 
Judicial—Stamp Paper together with required sum 
of Earnest Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tender. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification conforms to the 
requirements in the Tender Notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. Amount quoted should be in Indian 
Rupees. 

Specification 

I. P. STERILIZER-VERTICAL WHO-GMP, 

CE, US FDA Certified 

• High pressure electrically heated vertical 
steam sterilizer used for sterilizing of 
surgical instruments, dressing material, linen, 
rubber, plastic material, injection liquids by 
means of steam under pressure of 15 to 20 
psi.(adjustable). 

• Construction: Triple chamber with inner 
chamber and steam jacket made of thick 
stainless steel. Jacket is insulated by high 
grade glass wool to minimise the 
temperature loss. All sterilizers are 
hydraulically tested up to 2.5 times of 
working pressure. Outer chamber made of 
thick stainless steel sheet. Lid is made of 
thick stainless steel plate single piece and 
closed by wing nuts arrangement. Jointless 
neoprene gasket does not allow any leakage. 

• Fitted with double safety valve, water level 
indicator, water inlet and drain valves. 
Supplied complete with cord and plug but 
without dressing bins. Suitable to work on 

• With Automatic low water level cut off 
device. 

• Pressure control switch 

• Pedal Lifting Device. 

• 220 volts, 1 ph 50 Hz, Ac supply. 
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Inner Chamber: 400 X 600 mm.6 kw 

Warranty : 3 Years 

AMC/CAMC rate for 5 years after warranty should 
be quated. 

(s) 

cncni(3 cnjl2-i2289(i)/20i8/au am. g&o. 85)1. 2018 uacm is. 

cmlrajajcncEDajjfflo oaonlcsaoS dcSiOcsgs/6)acu)1<ss)K53 
(Scftioegs carejcrajnJLcatl/a^cru. ryj). ol. {majcrajoJLtwl aileocnoisikejcK) 
cft>1mlocn cm 0 u) cn 6313a3 ai063)3) cm «n1 g ejcssf /ail«» 8>6n)o 
adlc/ailra) (SnnootmwIraS oaS^ocrojeaua 

cMd6rrilij26)ca>oggjcmj. 3(3 <i£ji)<tu (3i3S<e6)o 6>iij^>janD csjojolmj 

2 q<ft,g 1 ra 8 G(3^ejocru mcnj(3 eas)6nsaj)jo socsdI 

ojjsflcjjlYj 6)aj§1raT3)1fflj(nr3)ejjca>u3 gDep6)«n t«fla3(ro1apo8, 
0fflajulo06)«53 Qcftioegss, (m1ffl2ajcnan)ojjrao-695 011 , e<aa>g 
a®<m ailejocruoirnlra3 c3T3c®cffl(So9S)6rB85)j(2)06rn. Bc3^ejCKru2cft>a3 
85)06)(P (BnJ(3(513)1S)99 85)1Cffi 85)1 cft>g1ejJo (TO 12) (50)85)5) Jo SJOenjOC^ 
cioos 8)0 co>1 §jgg rasi'iejocn) cn)25(3<T_|1 ^ oj oj 6 )s<soq)o raisonS 
aJJIB (3) £J 6)o_| SJ 8513)1 <12)1 §Jgg (.<^85)1 0)1 U)1 <ft>gJ (!S(!C<!)0 

ouoonl (ID^ 85)5)1853 85)J O C06)J on 85)0 6TT) . 6)6)OJda>1 tft.1§jaO) 

3(3dejoou)ca>a3 ojffl1a)6n)1c0S))or)8))ej. 

o o 6\) 

3(3<iejooi) ouaaiijjlceffljajoad 85)0853o_|a>^252ggajei 6)25(u)1ce6)a53 
(S<ft)0(lg83 630n£)l 05)1853 C3T8CBnJcftafl<fl6)JOntiJcMdo (3)3)0103^ 2)0(12) 
B(3^ej0fh) (5tiD0063T3a3 85)06)S> 6)ca>OS2a5)5)1a>1<fl6)JOT> LnJcfti08)o aDJcft. 
rares^joasS eje1c96)jona5)06rn. 3(3<^ejoou Gnnoo63i3o3 aa<&>mono 
6).nJCg>Oa3 nJOSJ gg 85) ej. 6) nJ <66) J <6> (/3, (BaJOCOUSS 00)00)1, 
(.(LDOrUjo a^onlaj BaS^OCD) ffia£) 0O 85)3)1 ffl0^ Oil £J CE»000)1 
aujlc&ffllceojonas)^]. 3(3<^ejoou enoooo oil. nil. nil. rarajool 
c3reo2)o»c8S))aT)a))ej. 

o 6U 

3(3^ejoou 0)001(3— 15 / 2018 . 
raresaasS 85)jca,—' 50,ooo-as3 85)06)<p 
0)18)85)130^0-1%. 

3^<^fiJOOU (Bfi£5 OO85)3)16)0^ OjlOJ (oilca>ja5)1 OUaOl8S)o): 

630lSSl(J)853-' 1,680. 

(U)Urij1CBc06)d-' 840. 

e)6 6U O 

3(3<^ejOOi) QaOOOo Ojl853c96)6)o : |SjaD (313ai(n)0CJ) (5)1o2)(5)1o2)2o 

OU2l<S2)OJJo-20-6-2018, 3 2)6)T)1. 

3^<^ejOOU (BoOOOo OUjIc&OlcOfflJOD OraOJOUOO) 85)1cQ>(3)1cQ>Jo 
OU2l<S2)OJJo-21-6-2018, 2.30 256)0)1. 

B(3<iejoao) anjocseijam asftoastojo ou 2 i<s 2 )OJ 2 o— 21 - 6 - 2018 , 

3 256)0)1. 

B(3<T£JOO)) O)l8)c06) LoJ06njei^ 85)3)1 efl 8)1 c66)J on 85)1(50)85)1- 

31-3-2019. 

caqsjasiasS oil oj a 63)3 o3 (.oJ^i®w)1 ou 21 cq; (3)5) goao 
63 0 oil 1 00)1853 (3)3 CBOJJnSfliJ 0853 (3)3 Ol (50)0 OJJ (10) 85)0 6)0) . 6)S6)0§(3 
cnsoJs1tft)C^ 2)jono1(!Q)1o : |1ej06)(3) cn1§1 ojcc»c06)jao)(3)1ea)o cblaiasrcol 
oj oqo tQa^ cm(5)1 g coo ggg rareu)1 cft>ooo (TrqLn-isnglasS 
0)1cMd1oJ(3)2)0<5Q)1a)1ce6)Jo. 


Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala—Non 
Judicial—Stamp Paper together with required sum 
of Earnest Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 
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15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification conforms to the 
requirements in the Tender Notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 


List of Items 


SI. 

No. 

Name of Items 

Units 

Strength and 
specifications 

Qty- 

Intended 

1 

Soap Washwell 

1 No. 

Washwell 

5000 

2 

Soap Toilet 

1 No. 

Carbolic 

5000 

3 

Soap Powder 
(Detergent washing) 

kg 

1 


1000 

4 

Cleaning Powder 
(Detergent cleaning 
powder) 

!4 kg 

Detergent 

800 

5 

White Kleenex 
solution 

1 L 


6000 

6 

Dettol cream 

400 g 


1000 

7 

Liquefied phenol 

500 ml 
bottle 

Carbolic 

acid 

1000 

8 

Rate cake 

1 pkt 


500 

9 

Chlohexidine 
cetrimide (savlon) 

500 ml 

bottle 


500 

10 

Liquid Hand Soap 

215 ml 


50 


(9) 

cncmcS cnjli-i2i45(i)/20i8/n<j)o. coil. ol. 2018 eacm is. 

anlffljoicnamnjjrao oacuilcOsiraS (5cft>0(sgs3 6)6)2(Sic9>06nj(S(!Ci>oge3l 

(llleo CO (313)1 (5 £1 c06)' Slul63CUDl 6g Cl3 <ft> J (5 6TH 0 (3 (63fflffl6mo) 
0106313 ^ cm (3)1 G£Uc96i /ailcs) (D 6 TD 0 6)njt§>j am ®)1 (seicos) cn1<mfl(3) 
(Sa£ioo«5W)1«53 3(3^ejo<Tujtftia3 cMdsm1iqig)c93099iaDi. 

3(3neioanj carascMo ca>aiol(njajtft.glR53 3(8<^eioanj <nonj(3 

a®s>jcsR5)6n§(rojo au,ce(3)[2C)<nn ooj§1(art5)lffljraro)ejjc93a3 

6D£jo 6)(D) Ln-i1o3cru1 ajouS, 6) a cu>1 se> ra3 (5<ft,0(sgej, 

«5)1fflJQimCriJ)nJ2fflo-695 Oil, (5<ft>0go ng)CTT> 011 £1 0 (ID 85T3l1 (38 

rarecracffiGteoCTBtroosrn. 3^<^eiocrujcft,u3 ®) 06 )s> cBnj(3«5T®l§jgg 
(3)1 csm 3)1 cn/leijo, crua oaraimjo (sreenjoc/S aaos; 00 mil si99 
ac3^eiocru crua^ajl^aiojesedDO mraaiai 
<r»1§jgg t.nJ®>lm1a)lcft.gjes{Scr»o auoornlau^RSKrflroS tmjoteffljarxmosrn. 
fflffloicftn cftflgjano r3c3™£io<Tujcft>a3 njffllcosmlcoojamcwej. 


racB^eiocri) cruafSdjIcaojnioaS tmoroSdjo^ajggriKa fflacuilcOoroS 

(Sc&>0(5gK! 630d£l1cnil(153 (3iaGnJ(MdlceS)2aDriJcfti3do (313)0103^2)0(1!) 
(3c3d£]OCru (Sa£]0O63Bo3 (3)06)<P SlofcOSJOTmlffllcOfflJcm (5)Jcft> 

(sras^joroS eielcSSijaTKroosrn. adS^eioara (5 o£)006sbo 3 6)6)c&aoao 
6)n_icg>oa3 djosjggroiei. 6)nJc06)jcft>u5, (SnJoesaruK! aruoonj, ajolffloa^ 

(.(UDOad'o n^cmlai ra(3^eioom enooo«5irol6)a3 ailei crnoafl 
arui°lcft)a1(flS)janD(a)ei. 3(3^ejocru enODOo ail. nil. nil. rare)®! 
rardcQKracesijcmoiej. 

3^<^eiocru mom(3— 16 / 2018 . 

(313S®>(38 RHJcfti-" 3,90,000. 

ailorailBcuio— 1 % ( " 3 , 900 .) 

3(3<^eioom enOooraroilsKi^ oilei ((Tiltft)j®il arunriloio): 

6301ss1(TK33-' 1,310. 

OJU V)aJl(cc96)0- 655. 

e)6 6\) O 

[3(8^£iocru csnoooo ail«53c0fflS)njsjanD mraaicruocn RsVtootojo 

(Tuacffiaijo-28-6-2018, 3 12610)1. 

3(3<^eiocnj (Saoooo crui1ca>o1cS6)j(m raraaicroocn (mtoraitojo 
oruatniaijo— 29 - 6 - 2018 , 2.30 2 ) 6 ir> 1 . 

BdS^eiocru «njo<fl6)jrm (oiltrstsilaDjo (ruaraaijo— 29 - 6 - 2018 , 
3 2614)1. 

adSoeiocru cnlotesi q^3^^i®rc»l£!l0lc96)3(rr> (3)1<r»(3>1— 
31-3-2019. 

cftqsj ssiraS alien 0 63bo3 (.n-i®J,S,rara>1 orua cmraroi gn 

64 Oo01(41)1(38 (313(5(0)1 n9dl 0(53 (31301 WO OIJ CIO) (3)0 6144. 6)S6I43(3 

msnis1ca>a3 ffliamo1<s3)1rJl£j06)(D) cnlgl oicaceaianDoilecno <441(8(313)1 
ai W c06)J (00(3)1(5(0)0 ggg (313 (1)1 <fe 0 0 o (.nil (l3 (41)1 nj 0gl 03 
ail<ftiad1nJ85)ao(S3)l0l<flS)jo. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala—non 
Judicial—Stamp Paper together with required sum 
of Earnest Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 
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8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification conforms to the 
requirements in the Tender Notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

Specification 

PELTIER INCUBATOR-IMPORTED 

• The chamber should be made of Stainless 
Steel and should be easy to clean. 

• The chamber external housing should be 
made of textured stainless steel. 

• The internal volume should be 30>50 
Litres >110. 


The temperature range should be Ambient 
less 20 Deg C to 70 Deg C. The unit should 
be able to reach 5 Deg C with an ambient 
temperature of 25 Deg C. 

The temp, variation in time at 37 Deg C 
should be <+/-0.2 Deg C or better and temp, 
uniformity should be <+/-0.5 Deg C or better. 

The unit shall be fitted with minimum 1 No. 
Stainless Steel grids and there should be 
facility to accommodate total of 4 or more 
grids/shelves. 

The outer door should be insulated and 
should be made of Stainless Steel and the 
inner door should be made of glass. 

The system should use employ energy 
saving Peltier based Heating and cooling 
system. 

The controller should have a indication/ 
setting accuracy of 0.1 Deg C or better. 

The unit should be equipped with a 
adjustable over temperature protection 
controller class 3.1 or a adjustable temp, 
limiter class 2 and the same should be 
selectable on the display. 

The unit should have 1 independent PT 100 
sensor DIN Class A with 4 wire circuit. 

The controller should have touch panel 
controller and the internal memory should be 
capable of storing the test data for app 8 
years or more. 

The controller should have facility to be 
recalibrated without connecting to an 
external PC. 

The unit shall be equipped with a Ethernet 
interface and necessary software to link the 
PC to the machine for downloading the 
internal data should be provided. 

The controller should have a facility to 
display the temperature in either Deg C or 
Deg F as and when required. 
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• It should be possible to set all the 
parameters via the touch panel control. 

• In the event of an power failure the 
programme data should be stored. 

• The unit shall be equipped with standard 
factory calibration certificate at + 10 Deg C 
and +37 Deg C. 

• The unit should be able to work with 230 
V +/- 10%, 50Hz Supply and the power 
consumption should not exceed 175 watts. 

• The unit shall carry a warranty of 2 years 
from the date of commissioning. 

• The manufacturer must have a management 
system certified to ISO 9001. 

• The necessary operation manual should be 
provided along with the machine. 

• The operational training shall be given at 
the time of commissioning. 

• The packing data and weight details shall 
be provided along with the offer. 

• The firm shall submit necessary catalogues, 
product data sheet and a point wise 
technical compliance statement along with 
the offer. 

Dimensions w(A) X h (B) X d(C): 560 X 480 X 
400 mm, 108 Ltrs. 

Warranty : 3 Years. 

AMC, CAMC for 5 years after warranty 
should be quoted. 

RC for this equipment is not available. 

( 10 ) 

00011(3 01)l2-14104/2018/cr®o.(n)1.g1. 2018 G2K52) 23. 

anJffljojcnamnjjfflo 6)maul<06x08 cioa>oegsj rare; era jnj(.®>1 
oDodiiZKTul 6iffl®)1a3 ecruooleeiceffl ECG paper (Roll) 6108 T (BPL) 
(10000 Nos.) aio63nj(m®)1(S£ic06)/aj1ra)a6mo 6)nj<3g>j(m«j)1(B£j<06) 
oiluail®) eonoo rarrol<o 8 s)oj^j 3 ( 3 <i£io oraj <a>o3 

c»ad6m1 onj. B(3o£iocn) <3res<e6)o 6)nj<5jj(m <0>aio1(nj 
ajc&glraS ( 3 c 8 a mocn) 00011(8 ng)tf>je( 0 ) 6 n§( 0 )jo ajj,< 0 ®)aoafl 
nJJ®1a_|1Tf 6 XU §1 (010)1 ®J (010) £JJ cfti «3 6D£J06)OT) I.nj1a3 (11)1 n_|0 C/3 
6)fflCU)1<06)K)3(S<ft>O(Sg83, ®)1®jajaia5)raJJ®o-695 011, (Bcftifflg n£)C1T> 

m1mocnxaio)1(o3 (3iacQ)^|1ra1(Sr06)6ne(O)ji2io6rh. sc3n£ioai)j<a>c/3 «j) 06 )(p 

(211-1(8(010)1 S)99 «5) 1(52) (0)1 (52)1 £JJo OU a (52X010) Jo (319 G n_| o c/3 

odoss oocoil §jgg 3(3o£jocn) oua(8fij1 n_|1 si 33 01 ®) asemia 

(31301(8 £LJ 1 ffl (0) £1 a oj S 1 (010)1 (52)1 S) 33 n® SSCljjj 2)0 OJ SlSCfflJO 

cruocrnlranjjiaioilraS ( 0 )jo<s 6 )jcm( 0 ) 06 rn. 6)6)aj<ft>1<ft,1§jcro Bc3o£ioaDj<ft>a3 
oj® 1 a) 6 m 1 c 06 )jrm(O)£j. 

3(3aeioon)' cruadSajI <06)j ojoo 3 (0)oca3o_| ®j, aj gg ojc 3 
aa(u)1c96)(o3e<0ioeg83 aonolcrulraS (3recinj<0i3Jl<06)jcmoj<ei9do 
rarejojcra^aooa) oc3‘i£ic)cn) Gn£0063Bc/8 ( 0 ) 06 )s> 6)<a>:)sj(oi5)1®1<06)j(m 

(_oj<03o (0 o (O)j< 0 i ora s o(o3 £ie 1 < 06 )j cm ( 0)0 6m . 3(8oeiom)' 
Ga£)006313(/8 6)6)<0jfflOgo 6)nJCg>Oa3 nJ0SJgg(0)£l. anJc06)Jc03U3, 
Gojoecros croocnj, (.cuioa/ici ngjomlai 3(3<^£io<m Gaoooraioitoonj 
ail £1(52) 0(52)1 CrOj1<03(Dl<06)jam(O)£l. BcSneiOCro CBnDOOo ail.rijI.nJl. 
(313) (52)1 (313(52>OC»<06)JCm(O)£J. 


B^^eiocm cncnj(3— 17 / 2018 . 

(3i3Sffii(o8 (O)j< 0 i—below ' 5 , 00 , 000 . 

ODlOffllLBOlJjO-1% 

3(8 a £iocn) e<n£oo(oio)1aa^ ail£i (ail<0ij(O)1 crunaltoio): 
fflo1s1cn(o3—' i,680. 

(U)UnilG<06)6-" 840. 

6U O 

s(8 fi £ioon) GaOOGo oj1co3<06)j(m rareaicmocn (Oilotailcffijo 
(Tuaccsajjo-22-6-2018, 3 a6m1. 

3(8^£10m) GnDOOo Cn)l1<0i(3l<06)J(m (3130101)00) (0)1( 52 )(0)1( 52 )Jo 
ouacffiajjo-23-6-2018, 2.30 a61T)1. 

o^neiocm (O)jo< 06 )jcm ( 0 ) 1 ( 52 )( 0 ) 1 < 52 )jo cruacffiaijo—23-6-2018, 
3 a 6 m 1 . 

o^neiocru cn1®<06) (cDoemfij^corailmlralcae^cm (0)1<52 ko)1— 

31-3-2019. 

<ft.jsj(0)(o3 ai1ai®63Bu8 (.ojai^raio)! cru a <xs (oioi gooi 
630nn1m)1(o8 oree011 nidinjoto8 c3raol<52)oajjcmco)0 6m. 6)S6nec3 
0isnjs1<ft>a3 ajcmo1<52)1n_il£joffl(0) cnlsl ai(S2)c06)jcm(O)lcBcno oil(3(oio)1 

o cTj 6\) =» o 

OJ (52)<06)J OT>(0)lGCD0 ggg (313 U)1 <0> 0 ffl o fll)J(.nJ6ng!(08 
O)1<0iadlnJ(O)aO(52)1®1<06)JO. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 
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12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

(ii) 

cncnicS cm1i-i3862/20i8/«1.r4)o.(m1.g1. 2018 csa® 21 . 

«5)1fflj(U(TKTO)nJJfflo 0a(U)1 <SS)(58 (5c&>0(5gS3 (319)U3J nJ (_<3)1 

njcsramogssl (HLA eiomj) <u1eou)(5i5)1cs£i<00 eiosnj On^oocru 
(n 6)ng)gocru) aiosBBjcrrxmlGeiteo onlc/ailcs) (SaOooraisflroS ajtflai^j 
ORS^ejoatqc&aS cMJsrnlnjjOtftoggjcmj. 3(3^eiocru rarcscSfflo 
c&cuolmj 3(3<^eiocru cnarncS n^ipjecsisneanjo 

Ql^<fl(5) BO(2)1 aJJffllnjlnJ 0 OJ §1 (515)1 (3 j (515) EJ J eft, <j3 gD&lO0(5) 
(.rjlaacnjlryoc^, 0aCU)1c90(58(Scft>:)(Sgffi!, (3)1(ajflJ(Da3)nJ2fflo-695 011, 

(ScOjOg ag)<m aileio cru (310)1(38 rarecn) njl ol gsq sne sno 6m. 
rariloeiocrujcfrc/S (0)OS)S> (5nj(8(5i5)1s)99 (3)lco)(3)1(2)1ejjo aruacniramjo 
rareeojoaa anoEsoocffilgjgg 3(3<^eiocru (ma(8rjTqls)99(iJ(3)0S(sc2)o 

(31901(8 nJ) a (5) £J 0 nj S) (313)1 (2)1 S) 99 0)1 U)1 eft. gj 0S(S(2)O 

(moanDlraD^(3i3)1(o3 (3)jOce«)j(m(0)06rh. ©ocual caflgjai) (3(8<ieioan l }<ft>«3 
njfflla)sm1c90jcm(D)ej. 

3 (3 (>£i o aru cruatSajl c9S)j ojoa3 (Q)0(o8nj(oi,a)99QJ(8 
0acu)1c06)(o3 CBcftiOcsgs 630tiDlcrul(o8 raraenJcftfldlcMjaDnJcftaio 
(319)0103^0(2) 3^(^eiO(TU (Snn0063BC/3 (5)O0S> 0ca>OSJ(315)1o1c9®janD 
(_oj c03o(3o (oijcft. (3i9 s ^o(o3 eielcesij cm (0)0 sm . o^oeioaru 
(SaO 00631308 00c0jaOOo 0nJCg>OO3 rUOSJggtOiei. 0nJc86)2caiO3, 
Cnjoecrus trnocnj, (cu»(U3g n^orbloj 3(3<ieioan) csnnooasisiloonj 
oilei(2)oc2)1 croilcftoltsojamraiei. 3^(^eiocru csnnooo oi1.oJl.nil. 
(319) (2)1 (3l9(2>CfflcS6)janDC0)ej. 

3^<^eiocru 0)011(3— 18 / 2018 . 

(319S8Eb(03 (5)Jca>-“ 2,50,000. 

Chl(3(5H.301^o-(l%) ' 2,500. 

(3(8aejOCl\> (BnOO0(315)10(1^ OllOJ (0)1ca>JC5)1 Cn)oOl(5)o): 

630lSSlO)(58-' 840. 

(U)l)nJI(Sc90O-' 420. 

£TU O 


3(3<^eiOCTl) GnJOOOo Oj1(33t90JOT) (3190101)00) (5)1 (2) (5)1 <2)^0 
cruaccDOjjo— 27 - 6 - 2018 , 3 a6ml. 

3(3<^eiocnj csnoooo oi)i1ca>o1cS0j(m raraoiouocn ottoraitojo 
cruaccDOjjo— 28 - 6 - 2018 , 2.30 a6m1. 

o^aeiocru (3)jo<fl0jcm (sftooto^o cruacffioijo— 28 - 6 - 2018 , 
3 a6m1. 

o^neiocru o)loc06) c^osi^eii®ioileJlra1>fl®joT) (5)1<2)(3)1— 

31-3-2019. 

tft>]SJ(3)(53 Oil Ol (3 63B C/3 (."-I <513)1 CTUa (2X315) go 

630nnl01)1(33 (319(50)1 rflJlnJOfflS (31901 (2)0 (lJJ 01) (5)0 6T1) . 0S61T§3 
msnJslcftioS ajonol(2)1n : |l&io0(5) cnlgl oioffic00joi)(5)1ea)o 
cn13(3)3)1 oi w <S 0 jot)(3)1 CBcno ggg (319colcft>ooo OD 2 (.nJ 6 ns 1 ro 8 
O)1<fli9d1cj(5)aoc2)1ral<fl0 l ;o. 


List of Lab Items 

SI. Items 

No. 

Quantity 

(1) (2) 

(?) 

1 

Micro SSPHLA Class IA Locus 



Specific DNA Typing Tray 



(for 12 tests). 

2 Kit 

2 

Micro SSPHLA Class IB Locus 



Specific DNA Typing Tray 



(for 8 tests). 

1 Kit 

3 

Micro SSP Generic HLA Class II 



DNA Typing Tray-DRB only. 



(For 40 tests). 

1 Kit 

4 

Taq Polmerase—75 pi 

1 Vial 

5 

Agarose HR (lOOg) 

2 pack 


DNase free, RNase free, PCR grade 


6 

100 bp DNA Ladder (Ready to 



Load)-(50pg) 

1 Vial 

7 

6 x DNA Gel Loading dye blue (1ml) 

1 Vial 

8 

Non carcinogenic intercalating dye (1ml) 

1 Vial 

9 

Negative Control (NS) for CDC cross 



matching 

1 ml 

10 

Fetal Bovine Serum (100ml) 

1 No. 

11 

DNA Isolation kit from blood 



samples (for 50 sampls) 

1 Kit 
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Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sale taxes and for 
free delivery at the department concerned, otherwise 
the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 

agreement executed in " 200 Kerala non-judicial- 

Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour of 
the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 
requirement in the tender notification. 

17. Tender will be opened in the presence of such of the 
tenderers or his authorized representatives who may 
present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on working 
hours. 

19. Amount quoted should be in Indian Rupees. 


( 12 ) 

09011(3 00)15-13869/2018/o£j)o.(TDl.Ol. 2018 612 CD) 21. 

RnlfflJQJODCTOnJJfflo raaCU)1c0ara8 GcftOGgSSj (319)ODJ nJ (.85)1/ 
6)2(u)1c06)ro3 cd^oodgiso n^ajjGoogssl oileo cn raiml Geicsra 
oilra/oramo 6inj(^jaD(m1eeKr»c9ffl ol o0gsa3jcft>(/3 (Anti HBs, 
HBc Ag etc.) mo6m3j(mirolG&c0ffl/(n1uajl«r) GaOoorarsM ajiBoi^j 
<3(3<t£ioaru3<&>c/3 tMdsmlajjfflcfcoggjanj. BcS^onra rarascarao 
ra^jogijcrn cftajoloDj ajAglraS 3(3<ieiooD aoamc3 ci3)s>jG85)6ne«s)jo 

2000)1 oJjal njlij 6)OJ§1 (013)1 OJ COT® £1J cft>C/3 g)£J0rac® 
LnilaScnilnjoaS, raacuilcararaSGcaoGgK!, «»1(aj(uma®rujfflo-695 on, 
<s<ft>og ng)cm ailejocrucaimlroS rareoo>Gdaa6ng(®06rr>. Bc3^erc>OD2c&>c/3 
raroracp Cn-i(8(ar®1s)39 rail® rail mileijo auaooiraTWjo rareGnjoc/3 
ciDOS2®ocQ)1§2gg rac3<i£iom) oruac3a_|1 njl gg <u raj qsgqcdo 
rareoidi iDia(®£iflrLjS)raT®1oQ)1s)99 Ln-K®1ao1u)1ca>gjrasG0Q)o 
ODOOTolrar^rarwIraS (wpcarajcrnraroraf). ©radical cal^cm 3(3<‘>eTOODjca>c/3 
njaltosmlcarajcinDraiej. 

acSi^eiocru cruacSnjl <sraj oioo3 (®oro3n_| <a^ aj gg cm3 
raacu)l<sara3 Gca>OGgss aonoloulraS rareGoJcaisflcarajanonJdMdo 
rarejdioa^aocn) G(3<Teiocn) GaDoosareaS (®oras> fflcajOsjranrflffllcarajoT) 
(.njca>offlo (mjcfc rares^joraS eielcarajam <mo rand. BdSf^eioau 
GnD0O63T3C/3 OfflABDOo ranJQg0O3 nJOSJggOiei. OnJcafflJcfoC/S, 

GoJogctusj crnoonj, cu)laoci|" (.aronco n^crnlor bcS^oou 
G aDoorarmlraoig oj1ej<i»ooQ>1 oDilcft.fflltsrajcrrx® ei. B^neiocru 
GaClOOo Qjl.aJI. nil. (319)00)1 (3T9C!Q)CS2)cSrajCmra) &1. 

A(3^ejocn) cnamc3— 20 / 2018 . 

rares&raS (®j<&,— ' 4 , 99 , 000 . 

ablraroxBoi^o—( 1 %) 

B(3<^eioom Gaoooraiwlraai] oiler (ablcft)j®)1 ounolraio): 
aotelcnraS—' 1,680 ( 1 , 500+180 GST) 

OJDUnJlGcSreb-' 840 

B(3^eioch) GnCiooo <nlra3ce«rao ; |s;jOT) rareaiauocn (mlooiratojo 
cruaoojdjjo— 28 - 6 - 2018 , 3 aranl. 

bc3^£toou Gnoooo cruilcftirelcerajcm rareoiouoai rarlcsxmlcmjo 

OUaOQlOJJo-29-6-2018, 2.30 26TT)1. 

BcS^eioou unjOcsrajcm raftotroloa/jo ouaooioijo— 29 - 6 - 2018 , 
3 a6TDl. 

Gc3(i£jocru cnlocara (®l<r»c®1— 

31-3-2019. 

cft>]Sj ra>ra3 oilcii re 63Bc/3 aruaaaxai® §900 

raociDlomlraS rareGODinadl^joraS rareolosoojjanDanosrn. ras6nec3 
cns nj si <&>c/3 ajcrn ol oo>1 o_j1 ejorat® od!§ 1 OKMcarajanoraflGcno 
cnl^raraildiooS'csajcrDrailGaDO ggg rarecul ca>o®o OD;j(.oJ6rTs1ra3 
ao1<MdlnJc®ao(S2)l(9l<fla2o. 
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REAGENTS 

All the Items should be Elisa Test 


1. 

Anti HBs ( Quanditative ) 

96 T x 6 

2. 

HBeAg 

96 T x 4 

3. 

Anti HBc ( IgG ) 

96T x 8 

4. 

Anti HBc (I gM ) 

96 T x 3 

5. 

Anti HAV (IgM ) 

96 T x 2 

6. 

Anti HAV (IgM ) 

96 T x 2 

7. 

S. Alpha Fetoprotein 

96T x 4 

8. 

S. Ferritin 

96T x 4 

9. 

CA 19.9 

96Tx 3 

10. 

Anti H. Pylori ( Ig G) 

96 T x 15 

11. 

Stool Antigen for H. Pylori 

40 T x 6 

12. 

Anti tissue trans glutaminase IgA 

96T x 2 

13. 

CEA 

96T x 4 

14. 

Kit for stool occult Blood test (card) 

50T x 2 


7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 


Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirement in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees 

mx3o9S)0(3 fflfflcujlcflsiraS Ucaoegs, (aoj) 

cmlffljmmcrmnjjoo. udlaSmilajoaa. 
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0Djl<e,o1<flO30D(0)ej. 

6 6V) 

200 ojlejtnqgg e<e,og oi)( 3 <eoo (3 2)31.3oj(.«5)(aio)1(o3 
cnlosulto) a)0(0)3,c9,cD)lej3gg OD2m(0)nj(.(0)o ojocobcoio) 

(0)3<ft,CH)3OS 1% O)lffl(0)L3(U3 l 8(5I5)0S3<9,3Sl (<fl,3061010)(0) ' 1 , 500 ) 

3(3<iejooDlemoosoo_|o oi)2)(3a_|le<96)6ii3(0)06ii). 

<fl,3S3(0)(o3 culojo6313c/3 o 21 cu)l <90(o3 e<9,oegsaloo3 

aOafllOliltaS OllODJo (nJOJ(,(5I5)1 01)2KD)6313g1(03 £J(3l<96)30D(0)061T>. 
(0495 2350212). 


No. S5/9622/2018/MCC. 10th May 2018. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers/authorized 
suppliers for the supply of Ophthalmic Chair Refraction 
Unit to the Department of Opthalmology of Government 
Medical College, Kozhikode. Demonstration of the item is 
to be done if necessary. 

Estimated Cost— ' 1,50,000. 

EMD—1% of the quoted amount. (Minimum ' 1,500). 

Cost of tender form: 

Original—' 472. 

Duplicate—' 236. 

By Post—' 522. 

Last date of sale of tender form by post—14-6-2018. 

Last date and time of sale of tender form—27-6-2018, 
3 p. m. 

Last date date and time for receipt of tender form— 
28-6-2018, 11 a. m. 

Date and time for opening of tender—28-6-2018, 
11.30 a. m. 

Tenders should be superscribed with tender 
No. S5/9622/2018/MCC and addressed to the Principal, 
Govt. Medical College, Kozhikode. Each tender should be 
submitted along with an agreement signed and executed 
in Kerala Stamp Paper worth ' 200 and Earnest Money 
Deposit @ 1% of the total cost of the items 
(minimum ' 1,500) tendered for. The tenders will be 
opened on the above date in the presence of the tenderer 
or their authorized representatives. 

Rate should be quoted in Indian rupees only 
against payment. The tenders without the agreement 
and sufficient Earnest Money Deposit and the tenders 
that do not satisfy the conditions are liable to be 
rejected without any notice. Cheque, Draft, Postage 
Stamps etc., will not be accepted towards the cost of 
the tender forms. Stamp Paper will be supplied to the 
firms outside Kerala, on request, along with the 
remittance of ' 250 by Money order taken in favour of 
Principal, Government Medical College, Kozhikode. 

Further details can be had from the office of the 
Principal, Medical College during working 
hours (0495-2350212). 


Gaz. No. 24/2018/DTP (Stores Purchase). 
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No. S6/9727/2018/MCC. 15th May 2018. 

Sealed competitive tenders in the prescribed forms are invited from the manufacturers/authorized dealers for the 
supply of various items to various Departments of Govt. Medical College, Kozhikode. 

The tender forms and details can be obtained from the office of the Principal, Government Medical College, 
Kozhikode on payment of tender cost. Tender should be superscribed with Tender No. and addressed to the Principal, 
Government Medical College, Kozhikode. Belated tenders will not be accepted. 

Each tender should be submitted along with an agreement signed and executed in Kerala Stamp Paper worth ' 200 
and Earnest Money Deposit @ 1% of the total cost of the items tendered for minimum ' 1,500 Stamp Paper will be 
Supplied to the firm outside Kerala on request along with remittance of ' 250 by Money Order in favour of Principal, 
Government Medical College, Kozhikode. Specimen copy of the tender annexed with the tender form. Rates should be 
quoted in Indian Rupees only. All the taxes applicable to be clearly mentioned. Fright, insurance, loading, unloading 
erection and commission charges and installation charges should be done by the tenderer. 


The tender without required Earnest Money Deposit, agreement and not satisfying other tender specifications are 
liable to be rejected without further notice. Duplicate copy of tender form can be obtained on payment of cost. The 
tenders will be opened in the presence of tenderers or their authorized representatives as scheduled. 


Demonstration, if required, should be provided by the firm at their on expense. Further details can be had from the 
office of the Principal, Government Medical College, Kozhikode during working hours. 

Further details can be had from the office of the Principal, Government Medical College, Kozhikode during working 
hours (0495-2350212). 

SI. Tender No. and Item 

No. with Estmated Cost 

Cost of 
tender form 

Cost of 
tender form 
by post 

Due date and 
time for receipt 
of tender 

Date and time 
for opening 
of tender 

1 S6/9727/2018/MCC—Plain Plastic 

Test tubes 5 ml—200000 Nos. 

(Transfusion Medicine Department)— 

' 1,73,915 

590 

640 

22-6-2018, 

11 a. m. 

22-6-2018, 
11.30 a. m. 

2 S6/9728/2018/MCC—Prosthetic 

Materials (PMR)— ' 5,00,000 

1,180 

1,230 

22-6-2018, 

11.30 a. m. 

22-6-2018, 

12 Noon 

3 S6/9729/2018/MCC—Raw materials 

for Orthotic Section (PMR)—' 4,00,000 

944 

994 

22-6-2018, 

12 Noon 

22-6-2018, 
12.30 p. m. 

4 S6/9730/2018/MCC—Raw materials 

for Leather Section (PMR)—' 1,25,000 

590 

640 

22-6-2018, 

2 p. m. 

22-6-2018, 
2.30 p. m. 


Last date of sale of tender form by post—14-6-2018. 

Last date and time of sale of tender form—21-6-2018, 3 p. m. 

Date up to which rates are to be firm—31-3-2019. 

Person to be addressed for buying and submitting tender form—Principal, Government Medical College, Kozhikode, 
Kerala-673 008. 


Special Conditions 

1. The brochure issued by the manufacturer in original should be attached. 

2. The firm should be arranged demonstration at his own cost, if requested. 

3. AMC or CAMC (rate to be mentioned separately) will be considered for selection if necessary. 

4. No advance payment will be made. 


Govt. Medical College, 
Kozhikode. 
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Motor Vehicles Department 
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Police Department 

TENDER NOTICE 
[No. 6/2018-19] 

No. C1-5322/2018/FSL. 25th May 2018. 

Sealed Tenders are invited for the “Micro Pipette 
Variable Volumes” for Regional Forensic Science 
Laboratory, Kannur, so as to reach this office on or 
before 12 Noon on 21-6-2018. Tender is invited under 
two bid system (Technical and Financial bid). 

SI. Name Quantity 

No. required 


1 Micro Pipette Variable Volume 1000-5000pL 3 

2 Micro Pipette Variable Volume 100-lOOOpL 5 

3 Micro Pipette Variable Volume 20-200uL 5 

4 Micro Pipette Variable Volume 0.5-10gL 5 

5 Micro Pipette Fixed Volume 200uL 4 

6 Micro Pipette Fixed Volume 20 uL 4 


Approximate Price—" 2.6 lakhs. 

EMD—" 2,600. 

Cost of Tender form—" 900+12% GST. 

Date and time of tender opening— 

21-6-2018 at 3 p. m. 


Conditions 

1. The Tenders should be superscribed with 
Tender Number and details of the items and 
addressed to the Director, Forensic Science 
Laboratory, Thiruvananthapuram, Kerala-695 010 
(Tel. No. 0471 2722155). Late tenders will not be 
accepted. The tenders will be opened at the time 
mentioned above, in the presence of the 
tenderer or their authorized representatives 
(with proof of identity) who may be present at 
that time. The sale of tender form will be 
closed at 4 p. m. on 20-6-2018. 

2. The tenders should be submitted in two separate 
parts containing Technical and Financial bids in 
separate sealed envelops clearly superscribed and 
should be put together in a large envelope, all 
envelopes sealed and superscribed with ‘Tender 
No. and name of item’. If any offer contains 
technical bids and financial bids together in one 
envelope, such offers shall be rejected outright. 
The rate is to be quoted in Indian Money. No 
advance payment can be made for procuring any 
of the above items. 

3. Opening of tenders :—Technical bids of the offers 
received with requisite EMD or Bid security with 
samples will be opened on 21-6-2018 at 3 p.m. in 
the presence of the representatives of the firms 
who may be present at that time. All tenders 
received without EMD will be rejected outright. 
The technical bids will be evaluated by a 
Technical Evaluation Committee and those that 
do not conform to the specifications will be 
rejected. The financial bids of the technically 
qualified tenderers only will be considered for 
opening at a later date. The date for opening of 
financial bids will be intimated to the concerned 
suppliers via e-mail. Unopened financial bids of 
the technically disqualified bidders shall be 
returned to them. All prices quoted should be 
inclusive of all levies and taxes. Customs duty if 
any should be mentioned specifically. 
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4. All the tenderers who quoted for the supply of 
above equipments are required to be ready for 
demonstration of the items on 23-6-2018 at 
11 a.m. at Forensic Science Laboratory, Tvpm. 

5. Intending Tenderer may, on application to the 
Director, Forensic Science Laboratory, Kerala 
obtain requisite tender forms on which the 
tenders should be submitted or download the 
tender forms from the Kerala Police website 
www.keralapolice.gov.in. The tenderer who 
download forms should submit the required 
tender value as a Demand Draft along with the 
tender. 

6 . Earnest Money Deposit (EMD) should be 
furnished along with the tender. EMD may be 
submitted either in crossed Bank Drafts/ 
Treasury Savings Bank Deposits/Government 
Promissory notes/ Bank Guarantee or National 
Saving Certificates drawn in favour of Director, 
Forensic Science Laboratory, Thiruvananthapuram, 
Kerala-695 010. The name of the firm and tender 
number should be mentioned in the reverse side 
of the EMD and tender cost. Firms which are 
exempted from furnishing EMD should produce a 
copy of relevant authorized document for 
verification. Without EMD, the tenders will be 
rejected. 

7. Preference will be given to the products 
submitted by the manufacturer or their 
authorized dealers having authorization from the 
original equipment manufacturer. Similarly 
preference will be given to the tenderer having 
experience of supplying similar/same items to 
Govt. Departments or Organizations, for which 
the tenderer has to produce proof of purchase/ 
installation/ satisfaction of the customer. 

8 . In the case of Foreign Equipments, the rates are 
to be quoted in Indian Rupees also. Preference 
will be given to those who are ready to supply 
the item without opening Letter of Credit. 
Ordinarily, no advance payment will be made for 
procuring any of the above items. In case, 
advance payment has to be made, a clear case 
has to be made out by the tenderer. However 
this will be only in extraordinary circumstances. 

Gaz. No. 24/2018/DTP (Stores Purchase). 


9. As the equipment is urgently required, the 
selected bidder will have to supply the item 
without loss of time, preferably within one 
month. In case there is any delay in supplying 
the items due to any pressing circumstances, the 
tenderer must cite adequate, justifiable grounds 
in writings. 

10. Samples will have to be submitted free of cost 
whenever necessary, which would be returned 
only after supply is effected. The finns should be 
ready to show live demonstration of technical 
equipments at their own risk and cost. 

11. Police Department is not liable to send 
any individual communication. Police Department 
is not responsible to return the samples 
after verification. The date of opening of 
the Financial bid will be communicated to the 
firms by e-mail. The firms should provide 
correct mail address for further communication. 
Any clarification/doubts regarding the 
specification or related matters pertaining to the 
items tendered may be got cleared through 
Manager, FSL, Cl Section (Phone : 0471 2722155) 
or Director, FSL (0471-2721533). 

12. The Director, Forensic Science Laboratory is 
empowered to reject any tender without 
assigning any reason. 


SPECIFICATION OF MICRO PIPETTES 
(VARIABLE AND FIXED VOLUMES) 


Micro Pipette (Variable Volume) 1000-5000 jiL 

1. No. of channels — Single Channel 

2. Volume Range — 1000 to 5000pL/ 500 to 5000 pL 

3. Volume Increment — 5 pL or better 


4. Accuracy 

5. Operation 

6 . Display 

7. Resistant to 
Chemicals 

8 . Autoclave 


— ±0.7% at 5000 pL or better 

— Two button Operation 

— Four Digit 

— Should be resistant to 
Chemicals 

— At least the lower part 
should be autoclavable 


9. Warranty 


— Three years or above 
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2. Micro Pipette (Variable 

1. No. of channels — 

2. Volume Range — 

3. Volume Increment— 

4. Accuracy 

5. Operation 

6. Display 

7. Resistant to 
Chemicals 

8. Autoclave 

9. Warranty — 


Volume) 100-1000 JlL 

Single Channel 
100 to 1000pL 
1 pL 

±0.7% at 1000 pL or better 
Two button Operation 
Four Digit 

Should be resistant to 
Chemicals 

At least the lower part 
should be autoclavable. 

Three years or above 


3. Micro Pipette (Variable Volume) 20-200 JlL 


1. No. of channels — 

2. Volume Range — 

3. Volume Increment— 

4. Accuracy 

5. Operation 

6. Display 

7. Resistant to 
Chemicals 

8. Autoclave 

9. Warranty 

4. Micro Pipette (Variable 

1. No. of channels — 

2. Volume Range — 

3. Volume Increment— 

4. Accuracy 

5. Operation 

6. Display 

7. Resistant to 
Chemicals 

8. Autoclave 

9. Warranty — 


Single Channel 
20 to 200pL 
0.2 pL or better 
±0.7% at 200 pL or better 
Two button Operation 
Four Digit 

Should be resistant to 
Chemicals 

At least the lower part 
should be autoclavable. 
Three years or above 

Volume) 0.5-10 JlL 

Single Channel 
0.5 to lOpL 
0.01 pL 

±1.0% at 10 pL or better 
Two button Operation 
Four Digit 

Should be resistant to 
Chemicals 

At least the lower part 
should be autoclavable. 
Three years or above 


5. Micro Pipette (Fixed Volume) 200 JlL 


1 . 

No. of channels 

— Single Channel 

2. 

Volume Range 

— 200 pL 

3. 

Accuracy 

— ±0.7% or better 

4. 

Operation 

— Two button Operation 

5. 

Resistant to 



Chemicals 

— Should be resistant to 



Chemicals 

6 . 

Autoclave 

— At least the lower part 



should be autoclavable 

7. 

Warranty 

— Three years or above 

Micro Pipette (Fixed 

Volume) 20 jiL 

1 . 

No. of channels 

— Single Channel 

2. 

Volume Range 

— 20 pL 

3. 

Accuracy 

— ±1.0% or better 

4. 

Operation 

— Two button Operation 

5. 

Resistant to 



Chemicals 

— Should be resistant to 



Chemicals 

6 . 

Autoclave 

— At least the lower part 


should be autoclavable. 


Forensic Science Laboratory, Dr. R. Sreekximar, 

Thiruvananthapuram. Director FSL. 


TENDER NOTICE 
[No. 1/2018] 

No. E1-5179/2018/KAP-IV. 21st May 2018. 

Sealed tenders are invited from the eligible vendors 
for the supply of following band instruments/equipments 
for the use of Brass Band Wing of KAP 4 Bn., 
Mangattuparamba, Kannur. The tenders should reach this 
Office on or before 12 Noon on 13-6-2018. 
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Specification for band Instrument/Equipments 

gj Quantity 

No Name of the Item required 

(Nos.) 

1 Flute Boyem System low pitch with 

case and card holder 1 No. 

2 French Horn low pitch with case 

and card holder „ 

3 Bb Clarinet Boyem System low pitch 

with case and card holder „ 

4 Bb Tumpet low pitch with case 

and card holder „ 

5 E Flat bass (Tuba) low pitch with 
case and card holder (Colour-Golden, 

Bell Size-380mm, Bore Size-17.5mm) 2 Nos. 

Earnest Money Deposit—' 4,230. 

Cost of Tender form—' 846 + ' 102 (GST). 

Date and time of tender opening—13-6-2018, 
12.30 p. m. 

General 

1. The Bidder should be a reputed Original Equipment 
Manufacturer (OEM) or authorized dealer of OEM, 
who is having an Authorization Certificate from the 
OEM to participate in the tender at Kerala Police 
and Certificate from the OEM for sales and service. 

2. One bidder can not represent two suppliers/OEMs 
or quotes on their behalf in a particular tender. 

3. The OEM/bidder should have a well equipped 
service centre functioning in India to cater 
immediately after sales requirement. Copy of 
Service Centre details must be enclosed along with 
tender document (Preferably bidder should have a 
Service Centre in South India). 

4. The bidder should have valid GST Registration. 
Copy of GST Registration Certificate should be 
enclosed along with the tender. 

5. The bidder should have valid GST Index Number. 
Copy of GST Index Number allocation letter should 
be enclosed along with the tender. 


6 . The bidder must fulfil the following minimum 
qualification criteria to prove the techno commercial 
competence and submit the documents in support 
thereof: 

(a) Valid Authorization letter from the OEM to 
attend this particular tender. 

(b) Certificate of Registration/Incorporation 
Certificate of the Bidder. 

(c) Last 3 year’s financial status of the Bidder’s/ 
P&L and Balance Sheet/Audit Report of last 
3 years. 

(d) The bidder (authorized dealer/distributor) 
should have the dealership/distributionship for 
at least 3 (three) continuous consecutive years 
with the OEM. 

(e) The bidder has to submit a Warrantee 
Certificate along with invoices. 

(f) The bidder/manufacturer should have a 
minimum of 3 years experience in the 
Manufacture/supply of same OEM products 
and related accessories for Kerala Police/any 
Kerala Government Organization. 

Conditions 

1. The Tender should be superscribed with Tender 
Number and Name of the store item and 
addressed to the Commandant, KAP IV 
Battalion, Mangattuparamba, Kannur, Kerala. Late 
tenders will not be accepted. A bond in stamp 
paper worth ' 200 should be enclosed with the 
tenders agreeing to follow all the terms and 
conditions stipulated by the Commandant, KAP 
IV Battalion, Mangattuparamba, Kannur, in the 
Tender document with regard to purchasing Band 
instrument. 

2. The tenders should be submitted in two separate 
parts containing Technical and Financial bids in 
separate sealed envelops clearly superscribed and 
should be put together in a large envelope, all 
envelopes sealed and superscribed with “Tender 
No. and Name of item”. If any offer contains 
technical bids and financial bids together in one 
envelope, such offers shall be rejected outright. 
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3. Tenders of the offers received with requisite 
EMD or bid security will be opened on 13-6-2018 
at 12.30 p. m. in the presence of the authorized 
representatives of the firms who may be present 
at that time. All tenders received without EMD 
will be rejected, outright. All prices quoted should 
be inclusive of all levies and taxes. 

4. Intending tenderers may, on application 
to the Commandant, KAP IV Battalion, 
Mangattuparamba, Kannur obtain requisite 
tender forms on which the tenders should be 
submitted [Application for the tender form should 
the accompanied by a cash remittance of 
' 846+ ' 102 (GST) which is the price fixed for a 
form/set of forms which is not refundable under 
any circumstances. The tender forms are non 
transferable] or download the tender forms from 
the Kerala Police website www.keralapolice.gov.in. 
The tenderer who download forms should submit 
the required tender value as Demand Draft 
along with the tender. 

5. Earnest Money Deposit (EMD) should be 
furnished along with the Tender. EMD may be 
submitted either in crossed Bank Drafts/Treasury 
Savings Bank Deposits/Government Promissory 
Notes/Bank Guarantee or National Saving 
Certificates drawn in favour of Commandant, 
KAP IV Battalion, Mangattuparamba, Kannur. 
The name of the firm and tender number 
should be mentioned in the reverse side of the 
EMD and tender cost. Firms which are exempted 
from furnishing EMD should produce a copy of 
relevant authorized document for verification. 
Without EMD, the tenders will be rejected. 

6 . Specifications and list of items of each tender 
shall be obtainable from KAP IV Battalion, 
Mangattuparamba, Kannnur during working 
hours of Office or from the Police website as 
mentioned above. The firms should also furnish 
the detailed specifications, make, brochures, Test 
Report from Govt. Laboratories/Agencies 
(wherever possible), technical support network in 
Kerala etc. of the equipments along with the 
Tenders. The tenders without detailed 


specifications of quoted items, Brochures, make 
etc. are liable to be rejected forthwith. The 
Tenders without separate envelope and not 
superscribing the Tender number will be rejected. 

7. As the items are urgently required, the selected 
bidder will have to supply the item without loss 
of time, preferably within one month. 

8 . Samples will be submitted free of cost whenever 
necessary, which would be returned only after 
the supply is effected. The firms should be 
ready to show live demonstration of technical 
equipments at their own risk and cost. 

9. Police Department is not liable to send any 
individual communication. Police Department is 
not responsible to return the samples after 
verification. The rates quoted shoidd be valid and 
firm till 31-3-2019. 

10. The Commandant, KAP 4 Battalion is empowered 
to reject any tender without assigning any 
reason. 

11. For any further clarification please contact 
Assistant Commandant (QM) (Ph: 9447480867), 
Battalion BQMH (Ph: 9497937635) or Battalion 
Office (04972 781316). 

Kerala Armed Police IV, Roy P. Joseph, 

Kannur. Deputy Commandant. 


Technical Education Department 

radS^eiocro ojocru^o 

momc3 njU/ 5709 / 2018 . 2018 csatrs 10 . 

e*3(!ga 630 nd' ci<j)6T&j1 00°) w ol o 01 , (.si QJ 0 (l3 (.CU1 o , 

(mlojaimamrdjrao a®ono (TunonJODRSTmlsiej gei<fe<JLS06m1c£bcnj & 
c03 2my6rrn<s<Mn9dci3 ng)6mjlciDl<i»o1ocn aicaqajtoej 6imn3d(36)0cii] 1 ' 
ej06nilG£ld365 rai06)(PnJOCI»J(rn fDnJc0j(a6TT)63I3u3 ajl«J)ra6TT>o 61iiJC!pa3 
fflioraSajo^ajgg cninoojcn63i3glra8 cnlanojo Ac8‘‘*£io<TU2cft.c/5 
cM3srriliqi6)cfti033Kmi. 

ocSneiocru cnomc3—2/18/P4/E.C.E. 

www.etenders.kerala.gov.in-ti£)cm 6i6xrugl6iej rocnj(3— 
2018 DTE 204752 1 
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gDcnailcurao 

1. IC Temperature Sensor (AD 590) Kit—i a®6rno 

2. Capacitive pick-up trainer module (Dielectric)—i ^ff)swo 

3. Inductive pick-up module—i i#rao 

4. Hall effect transducer—i o®mo 

5. Dead weight tester—i a(j)6TOo 

6 . Photo Electric pick-up transducers—i oiJjsttio 

7. Synchro Transmitter receiver trainer—i tyj)6rno 

(a>] sj arxai oil oj 8> 63B c/5 www.cet.ac.in/ 

www.etenders.kerala.gov.in-oS e/e^omo). 

rarasaroS «nj<S3—' 2,30,000. 

cn1ffla5)(30j^o— ' 2,300. 

3(3(iejoorujtft)g26)s oilei—' 590 (' 500 + 18% slo(j)cri).o1.) 

www.etenders.kerala.gov.in a^cno asxmo mjcsricn 
rac3<^ejocru crrmdSnjk.sosne rardojcroocn snlcmasitojo cruaKSJcujo— 

20-6-2018, 12 2)6TT5l. 

B(3(^ejocru orjocsajcm a/ilcrsasilcmjo cruatrsiujo—23-6-2018, 
2 asm! 

B^nejoaru ajlejtnjjo cnlsi 85) (.301^0130 fflosnSooeicnocral 

{3rastt»ece6i6ng(mo6rh. 3(8 o£io<to LnJaosrDGrartnosisoiTjo ' 200 
aileicffijgg Ccftifflg mjcsiT-iLflsitaTOTlraS Lnjommlcfti ca>®0(8 oJiasxnjo 
rararucsejocLD ®u_KS<3g>6nsa5)06n). 3^<^ejocru oijocoojcm asiloaasil 
ajcmroS rarejoj aocruo oi®8> oilei cnlocoolcn (.room) 013,0 
g6neooffllffllec9S)6ns(mo6rr). 

No. P4/5709/2018. 10th June 2018. 

E-tenders are invited for the supply of equipments 
for use in the measurement lab of Electronics & 
Communication Engineering Department, College of 
Engineering Trivandrum, Thiruvananthapuram. 

Tender No.—02/18/P4/ECE. 

ID in www.etenders.kerala.gov.in—2018_DTE_204752_1 

Items 

1. IC Temperature Sensor (AD 590) Kit—1 No. 

2. Capacitive pick-up trainer module (Dielectric)—1 No. 

3. Inductive pick-up module—1 No. 

4. Hall effect transducer—1 No. 

5. Dead weight tester—1 No. 

6. Photo Electric pick up transducers—1 No. 

7. Synchro Transmitter receiver trainer—1 No. 

(For more details visit www.cet.ac.in/ 
www. etenders.kerala .gov. in). 


Estimated Cost—' 2,30,000. 

E. M. D.—' 2,300. 

Cost of tender form—' 590 (' 500 + 18% GST). 

Last date and time for uploading the documents in the 
website www.etenders.kerala.gov.in—20-6-2018, 12 Noon. 

Date and time of opening of tender—23-6-2018, 
2 p. m. 

The tender cost and EMD will be remitted through 
e-Payment facility provided by the e-Procurement system. 
An agreement in Kerala Stamp Paper worth ' 200 must 

be executed and signed and scanned copy must be 
uploaded along with other tender documents. Rates 
should be fixed for six months from the date of opening 
of tenders. 

College of Engineering Trivandrum, (Sd.) 

Thiruvananthapuram. Principal. 

ojjcnsi fl(3fiejocru aJ8>cnx,o 

mans! cuili-i428/20i7(i). 2018 q2ioq> 7. 

</)(U6n3ff>2iai]“ <2ojog1®s<£bcn1<£b Gc&OGgs, cfrsrnjsflfflei nnlo 
ci£)6En1a3 ej06ru1 eeic9® rarajai 033, 00® goj <ft> a an 6 sbc /8 
(U063T3jaD(m1cn Qoj6n§1 ffljiocUij ca><uo1ra3 3(8oeiocro3ca>c/8 

cMismltSOjanj. 

rarasaasS «j)jca>—' 4,98,000 

radS'iejocru oulasS anJcdScoKuaujo <a>ajo1cn njjoorm 3(8neio(rr> 
mcruffljo cmtoanlcmjo 0501615802 ) 018 “ Gnjogloscfticnlte® G<a>o<sg83, 
cft.6rnja1®ej nnlo ag)6T&ila3 mom/leeices) gnJcftiffl6m63i3c/3 
aj063T3jam«»1mjcoj6ng1 n^oarHPjcnlcQiojcffijmoaDlalcesisnDo. 
<3«Sri£jO(TU2ca>o3 c0®j<m care <u cru 0 00 cmlooiasil 

29-6-2018, 3 2)615)1 Q1®fflcn)Jo (31901 30-6-2018 

12 asrhlce® radSneiocru <55521 (3 ^jl^ cmcmltiolarifflOce^crocijffljffls 
rruormlnr^asirolssS «njOt9ffljanD®)jaocQ)1ffl1c0S)jo. oooice/l ca/l^oro 
(3(3^ejom)jca>(A <r»o®85)oa>3 .feoasmoiaaoeijo njolcosmlceffljcmraiei. 

3c3^ejOfrr)jca.u3 (.nJlaScrul n_|0o3, o) ai 6153 o 21 ai]“ 

GnJOg1®S<ft<55l<965 CScftOGgS, ddiSW^d, <28550§S nil. 63., 

<&>6rn2(3-670 007 ag)(i55 aileiocruasirolssS £ie1<2cS®6n3a5506i55. 

3(8n£10<55) GaOOOo 63(55)105 ' 1,000 + Si. n(j)(TU si. 18% + 855nJO(!53 
miosis (msc9®1c9S)1§oc3rcfKro) <ft,6rn]c3 mxScSooai eoJOglasdEbcrilcO® 
GtftOCBg 83l ffl£J (3T3) a01 mil ra3 <5)1(155 29 -6 -2018 fflOOllfflOJ 

ii m6ro1aiff>ffl Gcnffl1cs§o 8S)nJO(n3fflo^coeao <ft,1§jaD®iocffi1ffl1c0®jo. 
«nojora3oitf>1cs2)jgg Cnnoo6sragjffls ailei 2)6i5)l<2QffiO(3(U5c3 rare)®! 
2)0(85X22) (Tujltftial^jcftcmjggj. an^jnjlecflsig Gaooo63i3u5 
(313)Oja3^fflJggOJ(3 ' 500 + si. n^cru. si. 18% + «5)nJ0O3 £lJ0(3s 
( 2)Sd3ffl1c9®1§0851!5)85)) <2 c9j0<t_|1 63(15)1(5) tftiJSjtTOKSS 00(38 (Scft>6ng 85506110. 

3(3^ejo(n)jcft.a3 crua^njlcflsijeaijoc^ 1% chi oca) (.3013,0130, ' 200 
ajei^ojgg (Bcftog <tu(3c 9®0(3 oruoonj enJojolasS <ft.fflo®os>j85)1 
(TuatSaJlcscOfflsnganjaosno. 


Gaz. No. 24/2018/DTP (Stores Purchase). 
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No. Dl/1428/2017 (1). 7th May 2018. 

Sealed tenders are invited for the supply of the 
following stores (here mention the stores briefly with 
quantity and wherever possible quality also) Purchase of 
equipments for Heat Engine lab of Govt. Polytechnic 
College, Kannur. 

Estimate cost—' 4,98,000. 

The Tenders should be superscripted No. Dl/1428/2017 (1) 
and address to The Principal, Government Polytechnic 
College, Thottada P. O., Kannur-7. Last date for receipt of 
tender is 29-6-2018 at 3 p. m. and tenders will be opened at 
12 Noon on 30-6-2018 in the presence of such of the 
tenderers or their authorized representatives who may be 
present at that time. Late tenders will not be accepted. 

Intending tenderers may, on application to the 
Principal, Government Polytechnic College, Kannur obtain 
the requisite tender forms on which tenders should be 
submitted. Application for the tender forms should be 
accompanied by a cash remittance of ' 1,000 + 18% GST 
and postal charges, which is the price fixed for a form/set 
of forms which is not refundable under any circumstances. 
The tender forms are not transferable. 

Sale of tender form will be closed at 11 a. m. on 
29-6-2018. Cheques, Postage Stamps etc. will not be 
accepted towards the cost of forms, nor will the forms 
be sent as per V.P.P. Duplicate tender forms if required 
will be issued at ' 500 + GST 18% per copy and postal 
charges. 

1% of EMD of the quoted amount and furnished 
agreement (Kerala Stamp Paper worth ' 200) will also be 
submitted along with tenders. 

Machineries/Equipments/Tools Required for Heat 


Engine Lab 

SI. 

No. 

Name of 

Items 

Specification 

Quantity 

(1) 

(2) 

(?) 

(4) 

1 Four Stroke Four 

Engine: Four Stroke Four 

1 


Cylinder Petrol Cylinder Petrol Engine 
Engine(Assembled (Assembled Engine) 
Engine) Test Rig Rope Brake Dynamometer : 

Belt around water cooled 
brake drum and Spring balance 
Accessories : An ignition 
switch, a radiator, a self 
Starter, a battery ammeter, a 
throttle control with an 
indicator for throttle opening. 


(1) (2) (3) (4) 

Special arrangements by 
switches for cutting off 
ignition of each cylinder for 
Morse test, all mounted on 
a suitable panel board, a 
battery for starting the engine, 
clutch arrangement 
Fuel arrangement: Fuel tank 
mounted on a sturdy Iron 
stand tube, 3-way clock 
connecting tube 


Cooling water arrangement: 
Cooling water arrangement 
by cooling piping. A 
measuring jar to determine 
the discharge of cooling water 

Air intake measurement : 

Air intake reservoir with 
orifice plate and differencial 
manometer 

Multi-channel Digital 
Temperature Indicator to 
measure the temperature at 
various points 
Exhaust Gas Calorimeter: 

The whole unit is mounted 
on a sturdy frame 

2 Pensky Martein with dimmer stat and 1 
closed cup flash thermometers 
and fire point 
apparatus 


3 Twin cylinder four Coupled with Electric Brake 
stroke diesel engine Dynamometer 1 

test rig • The engine is coupled with 

electrical alternator with 
resistance loading arrangement. 
Digital Voltmeter and digital 
ammeter is provided 
• Fuel measuring system 
° Fuel measuring system 
consists of a fuel tank, a 
burette and a three way 
cock arrangement 


4 Stop Clock Analog Mechanical 
type 


4 
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(1) (2) (3) (4) 


5 Parallel flow and Double pipe heat exchanger, 1 
counter flow heat with inner copper pipe of 
exchanger apparatus 12 mm diameter, and outer 
GI pipe of 40 mm diameter, 
with asbestos lagging. 
Length of the Heat Exchanger 
1800 mm Cold water flow 
Parallel/Counter using 
manually operated valves 
through the outer pipes 
Hot water flow Through the 
inner copper pipe. Hot water 
source 3 KW instant water 
heaters. Temperature 
Measurement. J type 
Thermocouple SS sheating 
with multichannel digital 
temperature Indicator 

Thermocouples 

4 Nos. 

Water flow measurement 
Measuring Jar of 2-liter 
capacity. 


Govt. Politechnic College, (Sd.) 

Kannur. Principal. 

B(3<^ejorru njocru^o 

enema) cujli/i428/20i7(ii). 2018 good) 7 . 

(TU(3c6fflO(3 enjoglascftcnlces) Gca>oegss, <&>6rr)2ffll67£j 
6767ciT7(S(.CU)Og1cfl) £J06nflCB£Jc96) (3T8)<U 08^ gnj (93(06177 6313 C/3 

aj 0 63i3janD«n1(O2(S(U6rTS1 <&,aio1ra3 3(3^ejocrujcft,cd 

cMd6m1c96)jcmj. 

(313S83,(53 fflljcS>—' 1,29,000 

B^nejorru crulraS einjcffitmcumijo cfcojolod ojjorarro ra(3<^ejomj 

cnouajo raitooilcn^o </7ai6n3672KT)“ Qnjogl67s<£b07lc9ffl G^oeges, 
cft)6rnjffl1oej 6767cu7G(ar>og1(fl1 £J06 th1g£ 1(B67 gnJcfti(0 6T77 63i3u3 

mo63Bj cm rad coj ecu6n§l n^fflcmcpjcoilofflcucsDjfflocQilolceoemo. 
3c3<^ejocmjcft,cd cmjlca.ffl 1 c 06 ) 2 cm raraoicruocn ccoTocuccrfl 29 - 6 - 2018 , 
2.30 aemIcueifflciDjo raracn 30 - 6 - 2018 , oocul6)ej 12.30 aemlceo 
rac3<^eiomj cwfflcSnjl^j cnxmlnDlroioocejjcmcuojeis cruocmlan^RsrrolcnS 
cwjotseijcmcmjaoconffllceffljo. 6i6)cucftfl ca.l§jcm 3c3^eiocruj<ft)Cd 

<17)067(370(0 J c&)0O6mCUaD0ei2o oJ(0lu76T77l,ft672Cn7<37&J. nJJOlijjliJ 

3 (3 <■>£10077 2 (ft, c/3 (.rulodcrulajoc^, rruc3c96)oc3 eojogl6)s<ftcnlc86) 
ecftioegs, ca>6T02c3, ecwo§s nil. 63., <ft>6rn2c3-670 007 n^cm 
oileiocrurannlR^ £ie1cs,ft676i73ffl706n7. 


3^neiocru ennooo 63cm1cn ' 400 + si. ng)cru. si. 18% + 
C37nJO(33 £lJO( 3S3 (C07nJ0(03 2! St0ffl1c96)1 §0(313X07) (ft,6T772<3 077(3(9670(3 

enjoglosc&colcflo ecft.oegsl67ei (otojo/oIouIrtS colcio 29-6-2018 
oooil67ej 11 ffl6m1(U6)ffl emo1e§o oinJOtoSaocScnefflo 

ca>1§JCmC37O(!Q)l(o1c0672o. (57nJOC38 CUCPlcXT^gg (SnnOC76313 g267S <ul£J 

2i6mlecn)0(3cu)(3 rare)®! ffl0(.c3)em oujlcft, ol dx >7 & w 1 33 ). 
cu7^njle<e6)g (Sa£ioo63i3c/3 otoiOk/q caiagold ' 200 + si. cyj)077. si. 
18% + (3)nJ0(03 nJ0(3s ((07nJ0(38 21 Sc96)1c96)1§ 0(3137 (37) GcftOnjl 
63cmlci7 cft.2S2<37(38 cn (53 eeft, 6173 (37 o em" . 3(8<i£i3cn72<ejt<3 

(mai(3n ; |1c9672e(njoc^ 1 % cnlffltmLBQj^ajjo ' 200 272£n,2)2gg ecftfflg 

(777 (3 c967 0 (3 07700U CnJn_jOlC33 eft, ffl 0 67 O (P J (37l CTO 23 (3 <g_|1 
e(ft676173(37J2706177. 

No. Dl/1428/2017 (11). 7th May 2018. 

Sealed tenders are invited for the supply of the 
following stores (here mention the stores briefly with 
quantity and wherever possible quality also) Purchase of 
equipments for Hydraulic lab of Govt. Polytechnic College, 
Kannur. 

Estimate Cost—' 1,29,000. 

The tenders should be superscripted No. Dl/1428/2017 (11) 
and address to the Principal, Government Polytechnic 
College, Thottada P. O., Kannur-7. Last date for receipt of 
tender is 29-6-2018 at 2.30 p. m. and tenders will be opened 
at 12.30 p.m. on 30-6-2018 in the presence of such of the 
tenderers or their authorized representatives who may be 
present at that time. Late tenders will not be accepted. 

Intending tenderers may on application to the 
Principal, Government Polytechnic College, Kannur obtain 
the requisite tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by a cash remittance of ' 400 + 18% GST 
and postal charges which is the price fixed for a form/set 
of forms which is not refundable under any circumstances. 
The tender forms are not transferable. 

Sale of tender form will be closed at 11 a. m. on 
29-6-2018. Cheques, Postage Stamps etc. will not be 
accepted towards the cost of forms, nor will the forms 
be sent as per V.P.P. Duplicate tender forms if required 
will be issued at ' 200 + GST 18% per copy and postal 
charges. 

1% of EMD of the quoted amount and furnished 
agreement (Kerala Stamp Paper worth ' 200) will also be 
submitted along with tenders. 

Government Polytechnic College, (Sd.) 

Kannur. Principal. 
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